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• Thank you for purchasing an Olympus digital camera. 
Before you start to use your new camera, please 
read these instructions carefully to enjoy optimum 
performance and a longer service life. Keep this 
manual in a safe place for future reference. 

• We recommend that you take test shots to get 
accustomed to your camera before taking important 
photographs. 



• In the interest of continually improving products, 
Olympus reserves the right to update or modify 
information contained in this manual. 

• The screen and camera illustrations shown in this 
manual were produced during the development 
stages and may differ from the actual product. 



The reference pages are based on the Instruction Manual (provided CD-ROM). Please see the CD-ROM 
Instruction Manual for your reference. 
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Preparing the Camera 



Checking the contents of the 




Digital Camera 



L1-42B Lithium Ion Battery LI-40C Battery Charger 





OLYMPUS Master 2 microSD 
CD-ROM Attachment 

Other accessories not shown: Instruction Manual, 
warranty card 

Contents may vary depending on purchase location. 



Attaching the camera strap 




Charging the battery 

Lithium ion battery 




Charging indicator 
Lights: Charging 
Off: Charged 



/ Battery comes partially charged. Before 
use, be sure to charge the battery until the 
charging indicator goes off (for approx. 5 
hours). 

Q) For details of the battery and the charger, 
see "Battery and charger" (p. 48). 

When to charge the battery 

Charge the battery when the error message 
shown below appears. 

Flashes in red 



BATTERY EMPTY 



Monitor top right 



Error message 



Pull the strap tight so that it does not come 
loose. 
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Loading the battery and 
the xD-Picture Card™ (sold 
separately) into the camera 

Q) Never insert anything other than the 

xD-Picture Card or the microSD Attachment 
into the camera. 





Battery lock knob 

(J) Insert the battery from the T end, with the 
© symbol facing toward the battery lock 
knob. If the battery is not inserted correctly, 
the camera does not operate. 

J Insert the battery while sliding the battery 
lock knob in the direction of the arrow. 

Q) Sliding the battery lock knob in the direction 
of the arrow to unlock, and then remove the 
battery. 




Q) Insert the card straight in until it clicks into 
place. 

Q) Do not touch the contact area directly. 




Q) This camera allows the user to take pictures 
using the internal memory even when 
no xD-Picture Card (sold separately) is 
inserted. "Using an xD-Picture Card" 
(p. 49) 

/ "Number of storable pictures (still 

pictures)/ recording length (movies) in the 
internal memory and xD-Picture Card" 
(p. 50) 

Removing the xD-Picture Card 




Q) Press in the card until it clicks and comes 
out slightly, and then grasp the card to pull it 
out. 
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Using a microSD card/ 
microSDHC card 
(sold separately) 

microSD card/microSDHC card (hereafter called 
microSD card) is also compatible with this 
camera by using the microSD Attachment. 

/ "Using a microSD Attachment" (p. 51) 

1 Insert the microSD card into the 
Attachment. 



Insert the card to 
the end. 



2 Insert the microSD Attachment into 
the camera. 





To remove the microSD card 



OlVMI'llh I- 1.-- . L ■ - 1 | 




Pull the card out straight. 

Do not touch the contact area of the 
microSD Attachment or microSD card. 



Setting the date and time 

The date and time set here are saved to image 
file names, date prints, and other data. 

1 Slide the lens barrier down to turn 
on the camera. 

• The date and time setting screen is displayed 
when the date and time are not set. 









® 


H 


Y M D TIME 

^ 




EI 


— — — :- Y/M/D 


CANCEL*™ 



Date and time setting screen 



2 Use A T to select the year for [Y]. 



Y M D TIME 



CANCEL»SH) 



3 Press the S] button to save the 
setting for [Y]. 




Y M D TIME 



CANCEL»iS 
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4 As in Steps 2 and 3, use A ▼ -4 ► 

and the 1] button to set [M (month)], 
[D (day)], and [TIME (hours and 
minutes)]. 

(£) For precise time setting, press the 5 button 
as the time signal strikes 00 seconds. 

Q) To change the date and time, make the 
setting from the menu. (Date/time)] 
(p. 35) 

To check the date and time 
Press the DISP. button while the camera 
is turned off. The current date and time are 
displayed for approx. 3 seconds. 

Changing the display language 

The language for the menu and error messages 
displayed on the monitor is selectable. 

1 Press the MENU button, and press 
A T 4 ► to select [ft SETUP]. 




mtn* 

EXIT*™ SEKlOKl 



2 Press the H button. 




SETUP 


0 


MEMORY FORMAT 




2 






3 


$41 I ENGLISH 






O/H 1 no 






SAVE SETTINGS NO 




EXIT*™ SEKlOKl 



3 Use A T to select [#^D], and 
press the S button. 










FRANCAIS 




DEUTSCH 


*S(!5ff) 


ESPANOL 




ITALIANO 




BACK+MENy 


SET»EK] 



4 Use A T 4 ► to select your 
language and press the i] button. 

5 Press the MENU button. 
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Shooting, Playback, and Erasing 



Shooting with optimum 
aperture value and shutter 
speed (P mode) 

In this mode, automatic camera shooting can 
be used while also allowing changes to a wide 
range of other shooting menu functions, such as 
exposure compensation, white balance, and so 
on when needed. 

1 Slide the lens barrier down to turn 
on the camera. 




Monitor (standby mode screen) 



2 Hold the camera, and compose the 
shot. 




Vertical grip 



3 Press the shutter button halfway 
down to focus on the subject. 

• When the camera focuses on the subject, the 
exposure is locked (shutter speed and aperture 
value are displayed), and the AF target mark 
changes to green. 

• The camera was unable to focus if the AF target 
mark flashes red. Try focusing again. 




Shutter speed AF tar 9 et mark Aperture 
value 

Q'. "Focusing" (p. 46) 
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4 To take the picture, gently press 
the shutter button all the way down 
while being careful not to shake the 
camera. 



Viewing images 




Press fully 



Image review screen 

To view images during shooting 

Pressing the B button enables playback of 
images. To return to shooting, either press 
the ^ button or press the shutter button 
halfway down. 

To shoot movies 

"Shooting movies (£9 mode)" (p. 17) 

When shooting is finished 

Slide the lens barrier up to turn off the 
camera. 

Q) All shooting settings except P mode return 
to default settings when the camera is 
turned off. 



1 Press the H button. 



Frame number 




Playback image 



2 Use A T -4 ► to select an image. 

Displays 10 
frames before the 
current image 

Displays previous 

image ^ffi^/ Dis P ,avs 10 

k ' frames after the 

current image 

Q) The display size of the images can be 

changed. "Index view, calendar view, and 
closeup view" (p. 21) 

To play back movies 

Select a movie, and press the H button. 
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Operations during movie playback 

Volume: During playback, press A T. 

Fast-forward: While ► is pressed, the 

movie is fast-forwarded. 

Rewind: While ^ is pressed, the movie i 

rewound. 

Pause: Press the H button. 



Elapsed time/ " 
total recording time 



r m | 

2008.10.26 12:30 
HeEid 00-0004 



During playback 



First (last) frame/frame advance: During 
pause, press A to display the first frame, 
and press T to display the last frame. While 
4 is pressed, the movie is played in reverse 
and while ► is pressed, the movie is played 
normally. Press the 1] button to resume 
playback. 




During pause 



To stop movie playback 
Press the MENU button. 



Erasing images during 
playback (Single image erase) 

1 Press the ™ button when the 
playback image to be erased is 
displayed. 




2 Use A to select [YES], and press 
the X{ button. 

© [SERASE] (p. 31) 
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Using Shooting Modes 



(7) The shooting mode changes in the order 
of P (or i AUTO ) Kflfl SCN each time the ^ 
button is pressed. By switching to another 
shooting mode, most settings in iAUTO, ((^1)) 
and SCN modes will be changed to the 
default settings of the respective shooting 
mode. 

Using the best mode for the 
shooting scene (SCN mode) 

1 Press the O button a few times to 
set SCN 



Shooting with automatic 
settings (iAUTO mode) 

The camera automatically selects the best 
shooting mode for the scene. This is a fully 
automatic mode that allows the user to take 
pictures using the best mode for the shooting 
scene simply by pressing the shutter button. 
Shooting-related settings are not available in 
iAUTO mode. 




• An explanation of the selected mode is displayed 
while the Q button is pressed and held. 

2 Use A T to select the best 
shooting mode for the scene, and 
press the Ij button. 



Icon indicating 
the scene mode 
that is set 



(7) To change to another scene mode, use the 
menu. [* £ SCN] (p. 26) 



2 Use A T to select P or -4 ► to 
select [ [iflUTol (iAUTO)], and press the 
T] button to set. 

iAUTO mode indicator 
The indicator changes to the 
icon for the shooting mode 
selected by the camera. 





• To check which shooting mode the camera has 
automatically selected, press the shutter button 
halfway or press the DISP. button. 

Q) "Using the FUNC menu" (p. 20) 

Q) To shoot in P mode, use the FUNC menu to 
switch to P. 
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Using the digital image 
stabilization mode ((0) mode) 

This mode enables the user to reduce blurring 
that is caused by a camera shake and subject 
movement. 

1 Press the ^ button a few times to 
set toflj). 

(fcfl)) mode indicator 



llfl))/SCN 





I^J ........ " ^ 


a 

(j35 -: 



Shooting movies (Q} mode) 

Sound is recorded at the same time. 

1 Press the Q button a few times to 
set SCN 

2 Use A T to select [ffi> MOVIE], and 
press the j§ button to set. 

flp mode indicator 




To use the zoom 

The optical zoom is not available during 
movie recording. Use [DIGITAL ZOOM] 
(p. 25). 



3 Press the shutter button halfway 
down to focus on the subject, and 
gently press the button all the way 
down to start recording. 

Lights red during shooting 



Press halfway 



Press fully 




Remaining recording time (p. 51) 



4 Gently press the shutter button all 
the way down to stop recording. 
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Using Shooting Functions 

Using the optical zoom 



Pressing the zoom lever adjusts the shooting 
range. 

Press toward W (Wide) Press toward T (Telephoto) 



Brightening the subject 
against backlight 
(SHADOW ADJ 1 ) 

The camera finds a person's face that has been 
darkened by backlight and makes it appear 
brighter for taking the picture. 
' 1 Shadow adjustment technology 




Zoom bar 
/ Optical zoom: 3*, digital zoom: 5* 

To take larger images without reducing 
image quality 
[FINE ZOOM] {p. 24) 

To take larger images 
[DIGITAL ZOOM] (p. 25) 

Q) The zoom bar appearance identifies the 
status of the fine zoom/digital zoom. 



mat'- Icmj 







When using 
optical zoom 



When using 
fine zoom 



When using 
digital zoom 



Optical zoom range 



2 Use •< ► to select [ON], and press 
the 1] button to set. 

3 Point the camera toward the 
subject. Check the frame appearing 
around the face detected by the 
camera, and then press the shutter 
button to take the picture. 

Q) For some subjects, the frame may not 
appear or may take some time to appear. 

O When set to [ON], [METERING] (p. 25) 

is automatically fixed to [ESP], and [AF 
MODE] (p. 25) is automatically fixed to 
[FACE DETECT]. 



Fine zoom 
range 



— "nr 1 

Digital zoom 
range 
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Using the flash 

The flash functions can be selected to best 
match the shooting conditions and render the 
desired image. 

1 Press the % button. 



w 




iaaroiaisii 



2 Use ► to select the setting 
option, and press the 3D button to 
set. 



Item 


Description 


FLASH AUTO 


The flash fires automatically in 
low-light or backlight conditions. 


REDEYE 


This emits pre-flashes to reduce 
the occurrence of red eye in your 
photos. 


FILL IN 


The flash fires regardless of the 
available light. 


FLASH OFF 


The flash does not fire. 



Adjusting the brightness 
(Exposure compensation) 

The standard brightness (appropriate exposure) 
set by the camera can be adjusted brighter or 
darker to obtain the desired shot. 

1 Press the 0 button. 




Exposure compensation value 



2 Use ▲ T ► to select the desired 
brightness image, and press the 3D 
button. 
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Shooting closeups 
(Macro shooting) 

This function enables the camera to focus and 
shoot subjects at close distances. 



1 Press the button. 




2 Use ► to select the setting 
option, and press the 1] button to 
set. 



Item 


Description 


OFF 


Macro mode is deactivated. 


MACRO 


This enables shooting as close as 
20 cm/7.9 in." 1 (30 cm/11.8 in.' 2 ) to 
the subject. 


SUPER 
MACRO' 3 


This enables shooting as close as 
7 cm/2.8 in to the subject. Subjects 
at 50 cm/19.7 in. or farther cannot 
be brought into focus. 



When the zoom is at the widest (W) position. 
" 2 When the zoom is at the most telephoto (T) position. 
" 3 The zoom is automatically fixed. 



/. The flash (p. 19) and zoom (p. 18) cannot 
be set during super macro shooting. 



Using the self-timer 

After the shutter button is pressed all the way 
down, the picture is taken after a time delay. 



1 Press the 0 button. 




2 Use A T to select the setting 
option, and press the H button to 
set. 



Item 


Description 


OFF 


This cancels the self-timer. 


ON 


The self-timer lamp turns on for 
approx. 10 seconds, and then 
blinks for approx. 2 seconds, and 
then the picture is taken. 



(?) Self-timer shooting is automatically canceled 
after one shot. 



To cancel the self-timer after it starts 

Press the 0 button again. 
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rinting 



Direct printing (PictBridge 1 ) 

By connecting the camera to a PictBridge- 
compatible printer, you can print images directly 
without using a computer. 
To find out if your printer supports PictBridge, 
refer to the printer's instruction manual. 

* 1 PictBridge is a standard for connecting digital 
cameras and printers of different makers and 
printing out pictures directly. 

Q) The printing modes, paper sizes, and other 
parameters that can be set with the camera 
vary depending on the printer that is used. 
For details, refer to the printer's instruction 
manual. 

Q) For details on the available paper types, 
loading paper, and installing ink cassettes, 
refer to the printer's instruction manual. 

Printing images at the 
printer's standard settings 
[EASY PRINT] 



Display the image to be printed on 
the monitor. 

/ "Viewing images" (p. 15) 

Q) Printing can also be started when the 

camera is turned off. After performing Step 
2, use A ▼ to select [EASY PRINT], and 
press the H button. Use ^ ► to select an 
image, and proceed to Step 3. 



2 Turn on the printer, and then 
connect the printer and camera. 




EASY PRINT START'S, 
PC /CUSTOM PRINT»[OK] 



Connector cover 
Open the 
connector cover 
in the direction of 
the arrow. 




USB cable (supplied) 



3 Press the rD] button to start printing. 

4 To print another image, use -4 ► 
to select an image, and press the 
button. 

To exit printing 

After a selected image is displayed on the 
screen, disconnect the USB cable from the 
camera and printer. 
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sing OLYMPUS Master 2 



System requirements and 
installation of OLYMPUS 
Master 2 

Install the OLYMPUS Master 2 software by 
referring to the included installation guide. 

Connecting the camera to a 
computer 

1 Make sure the camera is turned off. 

• The monitor is off. 

• The lens barrier is closed. 

2 Connect the camera to a computer. 

• The camera automatically turns on. 



USB 










[PC 


E 






EASY PRINT 






CUSTOM PRINT 






EXIT 




S£T«[OKl 



Connector cover 
Open the connector 
cover in the direction 
of the arrow. 




3 Use A T to select [PC], and press 
the ^ button. 

• The computer automatically detects the camera as 
a new device on the first connection. 

Windows 

After the computer detects the camera, a 
message indicating the completion of the 
setting appears. Confirm the message and 
click "OK". The camera is recognized as a 
removable disk. 

Macintosh 

When iPhoto started, exit iPhoto and start 
OLYMPUS Master 2. 

Q) While the camera is connected to the 
computer, shooting functions are disabled. 

Q) Connecting the camera to a computer via a 
USB hub may cause unstable operation. 

/ When [MTP] is set for the submenu that 
appears by pressing ► after selecting [PC] 
in Step 3, images cannot be transferred to a 
computer using OLYMPUS Master 2. 

Starting OLYMPUS Master 2 

1 Double-click the OLYMPUS Master 2 
icon M . 

Windows 

||§ appears on the desktop. 

Macintosh 

appears in the OLYMPUS Master 2 folder. 

• Browse window appears after starting the 
software. 

Q) When you start OLYMPUS Master 2 for the 
first time after installation, "Default Settings" 
and "Registration" screens appear. Follow 
the instructions on the screen. 



Locate the position of the USB port by 
referring to your computer's instructions 
manual. 
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Operating OLYMPUS Master 2 

When OLYMPUS Master 2 is started, Quick 
Start Guide appears on the screen that 
helps you to handle the camera without any 
question. When the Quick Start Guide is not 
displayed, click in the toolbar to show 
the Guide. 




For details on the operation, refer to the help 
guide of the software. 

Transferring and saving 
images without using 
OLYMPUS Master 2 

This camera is compatible with the USB Mass 
Storage Class. You can transfer and save the 
image data on your computer while the camera 
and the computer are connected. 

System requirements 

Windows : Windows 2000 Professional/ 
XP Home Edition/ 
XP Professional/Vista 

Macintosh : Mac OS X v1 0.3 or later 

Q) On a computer running Windows Vista, if 
[MTP] is set for the submenu that appears 
by pressing ► after selecting [PC] in 
Step 3 of "Connecting the camera to a 
computer" (p. 42), Windows Photo Gallery 
will become available. 

(£} Even if a computer has USB ports, proper 
operation is not guaranteed in the following 
cases. 

• Computers with USB ports installed using an 
expansion card, etc. 

• Computers without a factory-installed OS and 
home-built computers 
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Using a microSD Attachment 



SAFETY PRECAUTIONS 



(2) Do not use the Attachment with Olympus 
digital cameras that do not support this 
microSD Attachment, as well as with other 
brands of digital cameras, computers, 
printers, and other devices that support 
xD-Picture Card. Doing so not only may 
damage the pictures taken, but may also 
result in the malfunction of the device. 

(7) If the microSD card cannot be removed, 
do not use force. Contact authorized 
distributors/service centers. 

Cards compatible with this camera 

microSD card/microSDHC card 

Q) For a list of tested microSD cards, please 
visit our website (http://www.olympus.com/). 

Sending images 

You can send images to a computer or 
printer by using the USB cable provided with 
the camera. 

To send data to other devices, remove 
the Attachment from the camera and use 
a commercially available microSD card 
adapter. 
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RISK OF ELECTRIC SHOCK 
DO NOT OPEN 



A 



CAUTION: TO REDUCE THE RISK OF ELECTRICAL 
SHOCK, DO NOT REMOVE COVER (OR BACK). 

NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED OLYMPUS 
SERVICE PERSONNEL. 



A 

A 
A 
A 



An exclamation mark enclosed in a 
triangle alerts you to important operating 
and maintenance instructions in the 
documentation provided with the product. 
If the product is used without observing 
the information given under this symbol, 
serious injury or death may result. 
If the product is used without observing the 
information given under this symbol, injury 
or death may result. 

If the product is used without observing the 
information given under this symbol, minor 
personal injury, damage to the equipment, 
or loss of valuable data may result. 



WARNING! 

TO AVOID THE RISK OF FIRE OR ELECTRICAL SHOCK, 
NEVER DISASSEMBLE, EXPOSE THIS PRODUCT TO 
WATER OR OPERATE IN A HIGH HUMIDITY ENVIRONMENT. 



Handling precautions 

Do not touch the contact area of the 
Attachment or microSD card. Doing so 
may cause failure in reading the images. 
When fingerprints or stains are found on 
the contact area, wipe the area with a soft 
dry cloth. 



General Precautions 

Read All Instructions — Before you use the 
product, read all operating instructions. Save all 
manuals and documentation for future reference. 

Cleaning — Always unplug this product from the 
wall outlet before cleaning. Use only a damp 
cloth for cleaning. Never use any type of liquid or 
aerosol cleaner, or any type of organic solvent to 
clean this product. 

Attachments — For your safety, and to avoid 
damaging the product, use only accessories 
recommended by Olympus. 

Water and Moisture — For precautions on 
products with weatherproof designs, read the 
weatherproofing sections. 

Location — To avoid damage to the product, mount 
the product securely on a stable tripod, stand, 
or bracket. 

Power Source — Connect this product only to the 
power source described on the product label. 

Lightning — If a lightning storm occurs while using 
an AC adapter, remove it from the wall outlet 
immediately. 
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Foreign Objects — To avoid personal injury, never 
insert a metal object into the product. 

Heat — Never use or store this product near any 
heat source such as a radiator, heat register, 
stove, or any type of equipment or appliance that 
generates heat, including stereo amplifiers. 

Handling the Camera 

A WARNING 

• Do not use the camera near flammable or 
explosive gases. 

• Do not use the flash and LED on people 
(infants, small children, etc.) at close range. 

• You must be at least 1 m (3 ft.) away from the 
faces of your subjects. Firing the flash too close 
to the subject's eyes could cause a momentary 
loss of vision. 

• Keep young children and infants away from 
the camera. 

• Always use and store the camera out of the 
reach of young children and infants to prevent 
the following dangerous situations which could 
cause serious injury: 

• Becoming entangled in the camera strap, 
causing strangulation. 

• Accidentally swallowing the battery, cards or 
other small parts. 

• Accidentally firing the flash into their own eyes 
or those of another child. 

• Accidentally being injured by the moving parts 
of the camera. 

• Do not look at the sun or strong lights with the 
camera. 

• Do not use or store the camera in dusty or 
humid places. 

• Do not cover the flash with a hand while firing. 

• Do not insert anything into the microSD 
Attachment other than the microSD card. 
This Attachment is exclusive for use of microSD 
cards only. Other types of cards cannot be 
installed. 

• Do not insert anything other than an xD-Picture 
Card or the microSD Attachment into the 
camera. 

If you insert a card by mistake, such as a microSD 
card, do not use force. Contact authorized 
distributors/service centers. Damages such as 
scratches on the Attachment or card could result in 
the camera overheating and/or malfunctioning. 



A CAUTION 

• Stop using the camera immediately if you 
notice any unusual odors, noise, or smoke 
around it. 

• Never remove the batteries with bare hands, 
which may cause a fire or burn your hands. 

• Never hold or operate the camera with wet 
hands. 

• Do not leave the camera in places where it may 
be subject to extremely high temperatures. 

• Doing so may cause parts to deteriorate and, in 
some circumstances, cause the camera to catch 
fire. Do not use the charger or AC adapter if it is 
covered (such as a blanket). This could cause 
overheating, resulting in fire. 

• Handle the camera with care to avoid getting a 
low -temperature burn. 

• When the camera contains metal parts, 
overheating can result in a low -temperature 
burn. Pay attention to the following: 

• When used for a long period, the camera will 
get hot. If you hold on to the camera in this 
state, a low-temperature burn may be caused. 

• In places subject to extremely cold 
temperatures, the temperature of the camera's 
body may be lower than the environmental 
temperature. If possible, wear gloves when 
handling the camera in cold temperatures. 

• Be careful with the strap. 

• Be careful with the strap when you carry the 
camera. It could easily catch on stray objects 
and cause serious damage. 
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Battery Handling Precautions 

Follow these important guidelines to 
prevent batteries from leaking, overheating, 
burning, exploding, or causing electrical 
shocks or burns. 



immeaiaieiy. 
• Never subject batteries to strong shocks or 
continuous vibration. 



A CAUTION 

Before loading, always inspect the battery carefully 
for leaks, discoloration, warping, or any other 
abnormality. 

The battery may become hot during prolonged 
use. To avoid minor burns, do not remove it 
immediately after using the camera. 
Always unload the battery from the camera before 
storing the camera for a long period. 

Caution for Usage Environment 

To protect the high-precision technology contained 
in this product, never leave the camera in the 
places listed below, no matter if in use or storage: 

• Places where temperatures and/or humidity 
are high or go through extreme changes. 
Direct sunlight, beaches, locked cars, or near 
other heat sources (stove, radiator, etc.) or 
humidifiers. 

• In sandy or dusty environments. 

• Near flammable items or explosives. 

• In wet places, such as bathrooms or in the rain. 
When using products with weatherproof designs, 
read their manuals as well. 

• In places prone to strong vibrations. 

Do not get water or sand on the camera when 
using it at the beach or in sandy places as this 
may lead to damage or malfunction. 
Never drop the camera or subject it to severe 
shocks or vibrations. 

When mounted on a tripod, adjust the position of 
the camera with the tripod head. Do not twist the 
camera. 

Do not touch electric contacts on cameras. 
Do not leave the camera pointed directly at the 
sun. This may cause lens or shutter curtain 
damage, color failure, ghosting on the CCD, or 
may possibly cause fires. 
Do not push or pull severely on the lens. 
Before storing the camera for a long period, 
remove the batteries. Select a cool, dry location 
for storage to prevent condensation or mold from 
forming inside the camera. After storage, test the 
camera by turning it on and pressing the shutter 
button to make sure that it is operating normally. 
Always observe the operating environment 
restrictions described in the camera's manual. 



A DANGER 

• The camera uses a lithium ion battery specified 
by Olympus. Charge the battery with the specified 
charger. Do not use any other chargers. 

• Never heat or incinerate batteries. 

• Take precautions when carrying or storing 
batteries to prevent them from coming into contact 
with any metal objects such as jewelry, pins, 
fasteners, etc. 

• Never store batteries where they will be 
exposed to direct sunlight, or subjected to high 
temperatures in a hot vehicle, near a heat source, 
etc. 

• To prevent causing battery leaks or damaging their 
terminals, carefully follow all instructions regarding 
the use of batteries. Never attempt to disassemble 
a battery or modify it in any way, solder, etc. 

• If battery fluid gets into your eyes, flush your eyes 
immediately with clear, cold running water and 
seek medical attention immediately. 

• Always store batteries out of the reach of small 
children. If a child accidentally swallows a battery, 
seek medical attention immediately. 

A WARNING 

• Keep batteries dry at all times. 

• To prevent batteries from leaking, overheating, 
or causing a fire or explosion, use only batteries 
recommended for use with this product. 

• Insert the battery carefully as described in the 
operating instructions. 

• If rechargeable batteries have not been recharged 
within the specified time, stop charging them and 
do not use them. 

• Do not use a battery if it is cracked or broken. 

• If a battery leaks, becomes discolored or 
deformed, or becomes abnormal in any other way 
during operation, stop using the camera. 

• If a battery leaks fluid onto your clothing or skin, 
remove the clothing and flush the affected area 
with clean, running cold water immediately. If 
the fluid burns your skin, seek medical attention 
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Battery Handling Precautions 



LCD Monitor 



This camera uses a lithium ion battery specified by 
Olympus. Do not use any other type of battery. 
If the battery's terminals get wet or greasy, camera 
contact failure may result. Wipe the battery well 
with a dry cloth before use. 
Always charge a battery when using it for the first 
time, or if it has not been used for a long period. 
When operating the camera with battery power 
at low temperatures, try to keep the camera and 
spare battery as warm as possible. A battery that 
has run down at low temperatures may be restored 
after it is warmed at room temperature. 
The number of pictures you can take may vary 
depending on the shooting conditions or battery. 
Before going on a long trip, and especially before 
traveling abroad, purchase extra batteries. A 
recommended battery may be difficult to obtain 
while traveling. 

Please recycle batteries to help save our planet's 
resources. When you throw away dead batteries, 
be sure to cover their terminals and always 
observe local laws and regulations. 



Do not push the monitor forcibly; otherwise the 
image may become vague, resulting in a playback 
mode failure or damage to the monitor. 
A strip of light may appear on the top/bottom of the 
monitor, but this is not a malfunction. 
When a subject is viewed diagonally in the 
camera, the edges may appear zigzagged on the 
monitor. This is not a malfunction; it will be less 
noticeable in playback mode. 
In places subject to low temperatures, the LCD 
monitor may take a long time to turn on or its 
color may change temporarily. When using the 
camera in extremely cold places, it is a good idea 
to occasionally place it in a warm place. An LCD 
monitor exhibiting poor performance due to low 
temperatures will recover in normal temperatures. 
The LCD used for the monitor is made with 
high-precision technology. However, black spots 
or bright spots of light may appear constantly on 
the LCD monitor. Due to its characteristics or the 
angle at which you are viewing the monitor, the 
spot may not be uniform in color and brightness. 
This is not a malfunction. 



Legal and Other Notices 

Olympus makes no representations or warranties 
regarding any damages, or benefit expected by 
using this unit lawfully, or any request from a third 
person, which are caused by the inappropriate use 
of this product. 

Olympus makes no representations or warranties 
regarding any damages or any benefit expected 
by using this unit lawfully which are caused by 
erasing picture data. 
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Disclaimer of Warranty 

• Olympus makes no representations or warranties, 
either expressed or implied, by or concerning any 
content of these written materials or software, and 
in no event shall be liable for any implied warranty 
of merchantability or fitness for any particular 
purpose or for any consequential, incidental or 
indirect damages (including but not limited to 
damages for loss of business profits, business 
interruption and loss of business information) 
arising from the use or inability to use these 
written materials or software or equipment. Some 
countries do not allow the exclusion or limitation of 
liability for consequential or incidental damages, 
so the above limitations may not apply to you. 

• Olympus reserves all rights to this manual. 

Warning 

Unauthorized photographing or use of 
copyrighted material may violate applicable 
copyright laws. Olympus assumes no 
responsibility for unauthorized photographing, 
use or other acts that infringe upon the rights of 
copyright owners. 

Copyright Notice 

All rights reserved. No part of these written 
materials or this software may be reproduced 
or used in any form or by any means, electronic 
or mechanical, including photocopying and 
recording or the use of any type of information 
storage and retrieval system, without the prior 
written permission of Olympus. No liability 
is assumed with respect to the use of the 
information contained in these written materials 
or software, or for damages resulting from 
the use of the information contained therein. 
Olympus reserves the right to alter the features 
and contents of this publication or software 
without obligation or advance notice. 





For customers in Europe 

"CE" mark indicates that this product complies 
with the European requirements for safety, 
health, environment and customer protection. 
"CE" mark cameras are intended for sales in 
Europe. 

This symbol [crossed-out wheeled bin WEEE 
Annex IV] indicates separate collection of waste 
electrical and electronic equipment in the EU 
countries. Please do not throw the equipment 
into the domestic refuse. 
Please use the return and collection systems 
available in your country for the disposal of this 
product. 

This symbol [crossed-out wheeled bin Directive 
2006/66/EC Annex II] indicates separate 
collection of waste batteries in the EU countries. 
Please do not throw the batteries into the 
domestic refuse. Please use the return and 
collection systems available in your country for 
the disposal of the waste batteries. 

Use Only Dedicated Rechargeable Battery 

and Battery Charger 

We strongly recommend that you use only the 
genuine Olympus dedicated rechargeable battery 
and battery charger with this camera. Using a 
non-genuine rechargeable battery and/or battery 
charger may result in fire or personal injury due 
to leakage, heating, ignition or damage to the 
battery. Olympus does not assume any liability for 
accidents or damage that may result from the use 
of a battery and/or battery charger that are not 
genuine Olympus accessories. 

Provisions of warranty 

1 If this product proves to be defective, although 
it has been used properly (in accordance with 
the written Safety Precautions and Operating 
instructions supplied with it), during a period 
of two years from the date of purchase from 
an authorized Olympus distributor within the 
business area of Olympus Imaging Europa GmbH 
as stipulated on the website: http://www.olym pus. 
com this product will be repaired, or at Olympus's 
option replaced, free of charge. To claim under 
this warranty the customer must take the product 
and this Warranty Certificate before the end 
of the two year warranty period to the dealer 
where the product was purchased or any other 
Olympus service station within the business area 
of Olympus Imaging Europa GmbH as stipulated 
on the website: http://www.olympus.com. During 
the one year period of the World Wide Warranty 
the customer may turn the product in at any 
Olympus service station. Please notice that not in 
all countries such Olympus service station exists. 
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The customer shall transport the product to the 
dealer or Olympus authorized service station 
at his own risk and shall be responsible for any 
costs incurred in transporting the product. 
This warranty does not cover the following 
and the customer will be required to pay repair 
charge, even for defects occurring within the 
warranty period referred to above. 

a. Any defect that occurs due to mishandling 
(such as an operation performed that is not 
mentioned in the Safety Precautions or other 
sections of the instructions, etc.) 

b. Any defect that occurs due to repair, 
modification, cleaning, etc. performed by 
anyone other than Olympus or an Olympus 
authorized service station. 

c. Any defect or damage that occurs due to 
transport, a fall, shock, etc. after purchase of 
the product. 

d. Any defect or damage that occurs due to fire, 
earthquake, flood damage, thunderbolt, other 
natural disasters, environmental pollution and 
irregular voltage sources. 

e. Any defect that occurs due to careless or 
improper storage (such as keeping the 
product under conditions of high temperature 
and humidity, near insect repellents such as 
naphthalene or harmful drugs, etc.), improper 
maintenance, etc. 

f. Any defect that occurs due to exhausted 
batteries, etc. 

g. Any defect that occurs due to sand, mud, etc. 
entering the inside of the product casing. 

h. When this Warranty Certificate is not returned 
with the product. 

i. When any alterations whatsoever are made 
to the Warranty Certificate regarding the year, 
month and date of purchase, the customer's 
name, the dealer's name, and the serial 
number. 

j. When proof of purchase is not presented with 
this Warranty Certificate. 



4 This Warranty applies to the product only; the 
Warranty does not apply to any other accessory 
equipment, such as the case, strap, lens cap and 
batteries. 

5 Olympus's sole liability under this warranty shall 
be limited to repairing or replacing the product. 
Any liability for indirect or consequential loss or 
damage of any kind incurred or suffered by the 
customer due to a defect of the product, and 

in particular any loss or damage caused to any 
lenses, films, other equipment or accessories 
used with the product or for any loss resulting 
from a delay in repair or loss of data, is excluded. 
Compelling regulations by law remain unaffected 
by this. 

Notes regarding warranty 
maintenance 

1 This warranty will only be valid if the Warranty 
Certificate is duly completed by Olympus or an 
authorized dealer or other documents contain 
sufficient proof. Therefore, please make sure 
that your name, the name of the dealer, the 
serial number and the year, month and date 
of purchase are all completed or the original 
invoice or the sales receipt (indicating the 
dealer's name, the date of purchase and product 
type) is attached to this Warranty Certificate. 
Olympus reserves the right to refuse free-of- 
charge service if neither Warranty Certificate is 
completed nor the above document is attached or 
if the information contained in it is incomplete or 
illegible. 

2 Since this Warranty Certificate will not be re- 
issued, keep it in a safe place. 

• Please refer to the list on the website: http://www. 
olympus.com for the authorized international 
Olympus service network. 

Trademarks 

• IBM is a registered trademark of International 
Business Machines Corporation. 

• Microsoft and Windows are registered trademarks 
of Microsoft Corporation. 

• Macintosh is a trademark of Apple Inc. 

• xD-Picture Card™ is a trademark. 

• microSD is a trademark of the SD Association. 

• All other company and product names are 
registered trademarks and/or trademarks of their 
respective owners. 

• The standards for camera file systems referred to 
in this manual are the "Design rule for Camera File 
system/DCF" standards stipulated by the Japan 
Electronics and Information Technology Industries 
Association (JEITA). 
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SPECIFICATIONS 


Camera 


Product type 


Digital camera (for shooting and displaying) 


Recording system 


Still pictures 


Digital recording, JPEG (in accordance with Design rule for Camera File 
system (DCF)) 


Applicable standards 


Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 
PictBridge 


Sound with still pictures 


Wave format 


Movie 


AVI Motion JPEG 


Memory 


Internal memory 

xD-Picture Card (16 MB to 2 GB) (TypeH/M/M+, Standard) 
microSD card/microSDHC card (when using the supplied microSD 
Attachment) 


No. of effective pixels 


10,000,000 pixels 


Image pickup device 


1/2.3" CCD (primary color filter), 10,340,000 pixels (gross) 


Lens 


Olympus lens 6.7 to 20.1 mm, f3.5 to 5.0 
(equivalent to 38 to 114 mm on a 35 mm camera) 


Photometric system 


Digital ESP metering, spot metering system 


Shutter speed 


1/2 to 1/1000 sec. 


Shooting range 


0.5 m (1.6 ft.) to oo (W/T) (normal) 

0.2 m (0.7 ft.) to oo (W), 0.3 m (1 .0 ft.) to oo (T) (macro mode) 
0.07 m (2.8 in.) to 0.5 m (1 .6 ft.) (W only) (super macro mode) 


Monitor 


2.7" TFT color LCD display, 230,000 dots 


Connector 


Multi-connector (DC-IN jack, USB connector, A/V OUT jack) 


Automatic calendar system 


2000 up to 2099 


Operating environment 


Temperature 


0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 


Humidity 


30% to 90% (operation )/10% to 90% (storage) 


Power supply 


One Olympus lithium ion battery (LI-42B/LI-40B) or Olympus AC adapter 


Dimensions 


89.0 mm (W) * 55.5 mm (H) * 20.3 mm (D) (3.5 * 2.2 * 0.8 in.) 
(excluding protrusions) 


Weight 


108 g (3.8 oz) (excluding battery and card) 
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Lithium ion battery (LI-42B) 



Product type 


Lithium ion rechargeable battery 


Standard voltage 


DC 3.7 V 


Standard capacity 


740 mAh 


Battery life 


Approx. 300 full charges (varies on usage) 


Operating environment 


Temperature 


0°C to 40°C (32°F to 104T) (charging)/ 
-10°C to 60°C (14°F to HOT) (operation)/ 
-20°C to 35°C (-4°F to 95°F) (storage) 


Dimensions 


31.5 x 39.5 x 6 mm (1.2 * 1.6 x 0.2 in.) 


Weight 


Approx. 15 g (0.5 oz) 


Battery charger (LI-40C) 


Power requirements 


AC 100 to 240 V {50 to 60 Hz) 
3.2 VA (100 V) to 5.0 VA {240 V) 


Output 


DC 4.2 V, 200 mA 


Charging time 


Approx. 5 hours 


Operating environment 


Temperature 


0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 


Dimensions 


62 x 23 x 90 mm (2.4 x 0.9 x 3.5 in.) 


Weight 


Approx. 65 g (2.3 oz) 


microSD Attachment 


Product type 


: Attachment for microSD 


Operating Environment 


Temperature 


: -10°C to 40°C (14°F to 104°F) (operation) /-20°C to 65°C (-4°F to 
149°F) (storage) 


Humidity 


: 95% and below (operation) / 85% and below (storage) 


Dimensions 


: 25.0 mm (W) x 20.3 mm (H) x 1.7 mm (D) (1.0 x 0.8 x 0.07 in.) 
(Handle: 2.2 mm (0.09 in.)) 


Weight 


: Approx. 0.9 g (0.03 oz) 



Design and specifications subject to change without notice. 
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Table ties matieres 

> Preparer I'appareil photo 27 

Verifier le contenu de la boite 27 

Fixer la courroie 27 

Charger la batterie 27 

Inserer la batterie et la carte xD-Picture 
Card™ (vendue separement) dans 

I'appareil photo 28 

Utiliser une carte microSD/carte 

microSDHC (vendue separement) 29 

Regler la date et I'heure 29 

Changer la langue d'affichage 30 

> Prise de vue, lecture et effacement ...31 

Prendre des photos avec une valeur 
d'ouverture et une Vitesse d'obturation 

optimales (mode P) 31 

Afficher les photos 32 

Effacer des photos pendant la lecture 
(effacement d'une seule photo) 33 

> Utiliser les modes prise de vue 34 

Utiliser le mode le plus approprie pour la 

scene de prise de vue (mode SCN) 34 

Prendre des photos avec les reglages 

automatiques (mode iAUTO) 34 

Utiliser le mode de stabilisation des 

images numeriques (mode Ififl))) 35 

Enregistrer des videos (mode SP) 35 



> Utiliser les fonctions de prise 

de vue 36 

Utiliser le zoom optique 36 

Rendre le sujet plus lumineux a 

contre-jour (OMBRE A JUS) 36 

Utiliser le flash 37 

Ajuster la luminosite 

(compensation d'exposition) 37 

Prise de vue en gros plan (gros plan).... 38 
Utiliser le retardateur 38 

> Imprimer 39 

> Utiliser OLYMPUS Master 2 40 

> Appendice 42 

Utiliser un Connecteur microSD 42 

PRECAUTIONS DE SECURITE 42 

CARACTERISTIQUES 48 



• Nous vous remercions d'avoir achete un appareil 
photo numerique Olympus. Avant de commencer 
a utiliser votre nouvel appareil photo, veuillez lire 
attentivement ces instructions afin d'optimiser ses 
performances et sa duree de vie. Conservez ce 
manuel dans un endroit sur pour pouvoir vous y 
referer ulterieurement. 

• Nous vous recommandons de prendre des photos- 
test pour vous habituer a votre appareil avant de 
commencer a prendre de vraies photos. 



• En vue de Amelioration constante de nos produits, 
Olympus se reserve le droit d'actualiser ou de 
modifier les informations contenues dans ce 
manuel. 

• Les captures d'ecran et les illustrations de I'appareil 
photo presentees dans ce manuel ont ete realisees 
au cours des phases de developpement et peuvent 
ne pas correspondre au produit reel. 



Les pages de reference sont celles du Manuel d'instructions (CD-ROM fourni). Veuillez vous reporter au 
Manuel d'instructions du CD-ROM. 
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Preparer I'appareil photo 



Verifier le content/ de la boite 




Appareil photo numerique Courroie 





Batterie au lithium-ion 
LI-42B 



Chargeur de batterie 
LI-40C 





OLYMPUS Master 2 
CD-ROM 



Connecteur microSD 



Autres accessoires non illustres : Manuel 
constructions, carte de garantie 
Le contenu est susceptible de varier en fonction du 
lieu d'achat. 



Fixer la courroie 




Charger la batterie 

Batterie au lithium-ion 



Chargeur 
de batterie 




Prise de courant 



Indicateur de charge 
Allume : chargementen 

cours 
Eteint : chargement 
termine 



(£) La batterie est livree en partie chargee. 
Avant ('utilisation, vous devez charger la 
batterie jusqu'a ce que I'indicateur de charge 
s'eteigne (au bout d'environ 5 heures). 

Q) Pour plus de details sur la batterie et le 

chargeur, voir "Batterie et chargeur" (p. 48). 

Quand faut-il charger la batterie ? 

Chargez la batterie quand le message 
d'erreur ci-dessous apparaTt. 

Clignote en rouge 



BATTERIE VIDE 



Coin superieur Message d'erreur 

droit de I'ecran 



Tendez la courroie afin qu'elle ne soit pas 
relachee. 
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Inserer la batterie et la carte 
xD-Picture Card™ (vendue 
separement) dans I'appareil 
photo 

Q) N'inserez aucun accessoire autre que la 
carte xD-Picture Card ou le Connecteur 
microSD dans I'appareil photo. 




Couvercle de 
la carte/du 
compartiment 
de la batterie 




Q) Inserez la carte bien droit jusqu'a ce qu'elle 
se mette en place avec un leger bruit sec. 

Q) Ne touchez pas directement la zone de 







o e 






M 

0= 0 

°i ' 

o° e 






O»T0_ 







Touche de verrouillage 
de la batterie 

Inserez la batterie par I'extremite ▼, le 
symbole © oriente vers la touche de 
verrouillage de la batterie. L'appareil photo 
ne fonctionne pas si la batterie n'est pas 
inseree correctement. 

Inserez la batterie tout en faisant glisser la 
touche de verrouillage de la batterie dans le 
sens de la fleche. 

Faites glisser la touche de verrouillage de 
la batterie dans le sens de la fleche pour 
deverrouiller, puis retirez la batterie. 




(J\: Cet appareil photo permet a I'utilisateur de 
prendre des photos a I'aide de la memoire 
interne meme lorsqu'aucune carte xD- 
Picture Card (vendue separement) n'est 
inseree. "Utiliser une carte xD-Picture 
Card" (p. 49) 

(/) "Capacite de la memoire interne et de 
la carte xD-Picture Card en termes de 
nombre de photos (images fixes) et de 
duree d'enregistrement (videos)" (p. 50) 

Retirer la carte xD-Picture Card 




Q) Enfoncez la carte jusqu'a ce qu'elle emette 
un leger bruit sec et sorte legerement, puis 
saisissez-la pour I'enlever. 
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Utiliser une carte microSD/ 
carte microSDHC 
(vendue separement) 

La carte microSD/carte microSDHC (ci-apres 
designee carte microSD) est aussi compatible 
avec cet appareil si le Connecteur microSD est 
utilise. 

/ "Utiliser un Connecteur microSD" (p. 51) 

1 Inserez la carte microSD dans le 
Connecteur microSD. 



Inserez la carte 
a fond. 



2 Inserez le Connecteur microSD 
dans I'appareil photo. 





Pour retirer la carte microSD 




/ Retirer la carte bien droite. 



Regler la date et I'heure 

La date et I'heure que vous reglez ici sont 
sauvegardees pour les noms de fichier d'image, 
les impressions de date et autres donnees. 

1 Faites glisser le volet de I'objectif 
vers le bas pour allumer I'appareil 
photo. 

• L'ecran de reglage de la date et de I'heure 
s'affiche si ces dernieres ne sont pas reglees. 











H 


A M J HEURE 





.. .. .. .. A/M/J 


^7 

ANNULE»S|S 



Ecran de reglage de la date et de I'heure 

2 Utilisez A T pour selectionner 
I'annee sous [A]. 



3 Appuyez sur la touche T] pour 
sauvegarder le reglage de [A]. 



Ne pas toucher la zone de contact du 
Connecteur ou de la carte microSD. 




A M J HEURE 
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4 Tout comme aux etapes 2 et 3, 
utilisez A ▼ -4 ► et la touche Ij 
pour regler [M (mois)], [J (jour)] et 
[HEURE (heures et minutes)]. 

Q) Pour regler I'heure avec precision, appuyez 

sur la touche H) lorsque le signal de temps 

atteint 00 seconde. 
Q) Pour changer la date et I'heure, effectuez le 

reglage depuis le menu. [^) (Date/heure)] 

(P- 35) 

Pour verifier la date et I'heure 

Appuyez sur la touche DISP. alors que 
I'appareil photo est eteint. La date et I'heure 
actuelles s'affichent environ 3 secondes. 

Changer la langue d'affichage 

Vous pouvez selectionner la langue pour le 
menu et les messages d'erreurqui s'affichent 
sur i'ecran. 

1 Appuyez sur la touche MENU, 
puis appuyez sur A T M ► pour 
selectionner ftT REGLAGE]. 




QUITTE»H3 C0NF<IOKl 



3 Utilisez ▲ T pour selectionner 
[£.<!TD], puis appuyez sur la touche H. 




ENGLISH 


H*lg I 






DEUTSCH 


*3t(JH» 


ESPANOL 




ITALIANO 





QUITTE*B CONF'IOK] 



4 Utilisez A T A ► pour 
selectionner votre langue, puis 
appuyez sur la touche T|- 

5 Appuyez sur la touche MENU. 



2 Appuyez sur la touche H. 




REGLAGE 


0 


FORMATER 






2 


SAUVEGARDER 




3 


MS 


FRANCAIS 








NON 






SAUVEGARDE 


NON 




QUITTE»H3 


C0NF<[OKl 
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Prise de vue, lecture et effacement 



Prendre des photos avec une 
valeur d'ouverture et une 
vitesse d'obturation optimales 
(mode P) 

Dans ce mode, vous pouvez utiliser la fonction 
de prise de vue automatique tout en ayant 
acces, lorsque necessaire, a la modification 
d'une vaste gamme d'autres fonctions 
dans le menu de prise de vue, telles que la 
compensation d'exposition, la balance des 
blancs, etc. 



1 Faites glisser le volet de I'objectif 
vers le bas pour allumer I'appareil 
photo. 




Ecran ACL (ecran de mode de veille) 



2 Tenez I'appareil photo et cadrez la 
photo a prendre. 




Tenue horizontale 



3 Enfoncez le declencheur a mi-course 
pour faire la mise au point sur le sujet. 

• Une fois la mise au point effectuee sur le sujet, 
I'appareil verrouille I'exposition {la vitesse 
d'obturation et la valeur d'ouverture s'affichent) 
et le repere de mise au point automatique (AF) 
devient verte. 

• Si le repere de mise au point automatique (AF) 
clignote en rouge, cela signifie que I'appareil photo 
n'a pas reussi a faire la mise au point. Reprenez 
la mise au point. 




Vitesse d'obturation Re P 6 re de Valeur 
mise au point d ' ouverture 
automatique (AF) 



/ "Mise au point" (p. 46) 




Tenue verticale 
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4 Pour prendre la photo, enfoncez 
doucement le declencheur jusqu'au 
fond, en prenant soin de ne pas 
secouer I'appareil photo. 



Afficher les photos 




Enfoncez 
complete me nt 



Ecran de revision cfimage 

Pour afficher les photos pendant la 
prise de vue 

La pression sur la touche B permet 
d'afficher les photos. Pour revenir au mode 
prise de vue, appuyez sur la touche Cl ou 
enfoncez le declencheur a mi-course. 

Pour enregistrer des videos 
"Enregistrer des videos (mode £9)" (p. 17) 

Lorsque vous avez fini d'enregistrer 
des videos 

Faites glisser le volet de I'objectif pour eteindre 
I'appareil photo. 

(7) Tous les reglages de prise de vue a I'exception 
du mode P sont retablis dans leurs reglages 
par defaut lorsque I'appareil photo est eteint. 



1 Appuyez sur la touche f»"l. 

Nombre de photos 




2 Utilisez A T 4 ► pour 
selectionner une photo. 



Reculez de 10 
photos 



Affichez la photo 
precede nte 




Affichez la 
photo suivante 



Avancez de 10 
photos 



(£) Vous pouvez modifier la taille d'affichage 
des photos. "Vue d'index, vue de 
calendrier et vue en gros plan" (p. 21) 

Pourfaire la lecture des videos 

Selectionnez une video et appuyez sur la 
touche H). 




LECT M0VIE»IOKl 
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Operations lors de la lecture de film 
Volume : Pendant la lecture, appuyez sur 
AW. 

Avance rapide : La video est avancee 
rapidement lorsque vous appuyez sur ► . 
Recul : La video est reculee lorsque vous 
appuyez sur 4 . 

Pause : Appuyez sur la touche ||. 




d'enregistrement 

totale Pendant la lecture 

Premiere (derniere) image/avancer d'une 
image : Pendant la pause, appuyez sur A 
pour afficher la premiere image, et sur ▼ 
pour afficher la derniere image. La video 
est lue en arriere lorsque vous appuyez sur 
^ et est lue normalement lorsque vous 
appuyez sur ► . Appuyez sur la touche H 
pour poursuivre la lecture. 



Effacer des photos pendant 
la lecture (effacement d'une 
seule photo) 



1 Appuyez sur la touche ™ alors que 
la photo a effacer s'affiche. 




2 Utilisez A pour selectionner [OUI], 
puis appuyez sur la touche ~}. 



® [Is EFFACER] (p. 31) 




Pendant la pause 

Pour arreter la lecture de videos 

Appuyez sur la touche MENU. 
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tiliser les modes prise de vue 



(7) Le mode prise de vue change dans I'ordre 
P (ou iAUTO) (fcfll) SCN chaque fois que vous 
appuyez sur la touche En passant a 
un autre mode prise de vue, la plupart des 
reglages des modes iAUTO, (fcfll) et SCN 
reprennent les reglages par defaut du mode 
prise de vue respectif. 

Utiliser le mode le plus 
approprie pour la scene de 
prise de vue (mode SCN) 



1 Appuyez sur la touche O a 
plusieurs reprises pour valider 
SCN 



■£ PORTRAIT 




aUITTE*™ C0NF»IOKl 



• L' explication du mode selectionne s'affiche 
lorsque vous appuyez sur la touche Q de maniere 
continue. 

2 Utilisez A T pour selectionner le 
mode prise de vue le mieux adapte 
a la scene, puis appuyez sur la 
touche Jg. 



Icone indiquant le 
mode de scene 
regie 




Q) Pour passer a un autre mode de scene, 
utilisez le menu. [*^sSCN] (p- 26) 



Prendre des photos avec les 
reglages automatiques 
(mode iAUTO) 

L'appareil photo choisit automatiquement 
le mode prise de vue convenant le mieux 
a la scene. II s'agit d'un mode totalement 
automatique qui permet a I'utilisateur de prendre 
des photos avec !e meilleur mode pour la scene 
en appuyant simplement sur le declencheur. 
Les reglages lies a la prise de vue ne sont pas 
disponibles en mode i AUTO - 



1 Appuyez sur la touche T|. 




2 Utilisez A ▼ pour selectionner P 
ou -4 ► pour selectionner [ fiAUTtil 
(iAUTO)], puis appuyez sur la 
touche J] pour valider. 



Indicateur de mode iAUTO 
L'indicateur prend la forme de 
I'icone du mode prise de vue 
selectionne par l'appareil photo. 




• Pour connaftre le mode prise de vue selectionne 
automatiquement par l'appareil photo, appuyez 
sur le declencheur a mi-course ou sur la touche 
DISR. 

(7) "Utiliser le menu FUNC" (p. 20) 

(2) Pour prendre des photos en mode P, 
utilisez le menu FUNC pour passer a P. 



Utiliser le mode de 
stabilisation des images 
numeriques (mode ftflj)) 

Ce mode permet a i'utilisateur de reduire le 
flou du a un bouge de I'appareil photo et a un 
mouvement du sujet. 

"t Appuyez sur la touche ft a 
plusieurs reprises pour valider 



Indicateur de mode (fcfl)) 




Enregistrer des videos 
(mode S9) 

Le son est egalement enregistre. 



1 Appuyez sur la touche ft a 

plusieurs reprises pour valider SCN 



2 Utilisez AT pour selectionner [£9 
MOVIE], puis appuyez sur la touche 
3 pour valider. 




Pour utiliser le zoom 

Le zoom optique n'est pas disponible 
pendant I'enregistrement video. Utilisez 
[ZOOM NUM] (p. 25). 



3 Enfoncez le declencheur a mi- 
course pour faire la mise au 
point sur le sujet, puis appuyez 
doucement jusqu'au fond pour 
lancer I'enregistrement. 



Allume en rouge pendant la prise de vue 




Duree d'enregistrement restante (p. 51) 



4 Enfoncez doucement le 

declencheur jusqu'au fond pour 
arreter I'enregistrement. 



FR 35 



Utiliser les fonctions de prise de vue 

Utilis&r le zoom optique 



En appuyant sur le levier de zoom, vous pouvez 
ajuster la plage de prise de vue. 



Appui vers W (grand angle) 
W 



Appui vers T (teleobjectif) 




/ Zoom optique : 3*, zoom numerique : 5* 

Prendre des photos plus grandes sans 
reduire la qualite d'image 
[ZOOM FIN] (p. 24) 

Prendre des photos plus grandes 
[ZOOM NUM] (p. 25) 

Q) L'apparence de la barre de zoom identifie 
I'etat du zoom fin ou du zoom numerique. 



Lors de 
I'utilisation du 
zoom optique 



Lors de 
I'utilisation du 
zoom fin 



Lors de 
I'utilisation du 
zoom numerique 



Plage de zoom optique 



Plage de 
zoom fin 



"nr 1 

Plage de zoom 
numerique 



Rendre le sujet plus lumineux 
a contre-jour 
(OMBRE A JUS ) 

L'appareil photo detecte un visage assombri par 
le contre-jour et le rend plus lumineux pour la 
prise de la photo. 

' 1 Technologie d'ajustement des ombres 
1 Appuyez sur la touche 



2 Utilisez -4 ► pour selectionner 
[ON], puis appuyez sur la touche H 
pour valider. 

3 Pointez l'appareil photo vers le 
sujet. Verifiez le cadre qui s'affiche 
autour du visage detecte par 
l'appareil photo, puis enfoncez le 
declencheur pour prendre la photo. 

f/) Pour certains sujets, il se peut que le cadre 
n'apparaisse pas ou qu'il mette un certain 
temps a apparaTtre. 

© Lors du reglage sur [ON], [MESURE] (p. 
25) est automatiquement fixe sur [ESP], et 
[MODE AF] (p. 25) sur [DETECT VISAGE], 
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Utilise/ le flash 

Vous pouvez selectionner la fonction de flash la 
mieux adaptee aux conditions de prise de vue 
afin d'obtenir la photo desiree. 



1 Appuyez sur la touche % . 




2 Utilisez -4 ► pour selectionner 
I'optlon de reglage, puis appuyez 
sur la touche 5] P our valider. 



Option 


Description 


FLASH AUTO 


Le flash est emis automatiquement 
a faible eclairage ou a contre-jour. 


YEUX ROUGE 


L'appareil emet un pre-flash pour 
limiter I'apparition du phenomene 
des yeux rouges sur vos photos. 


FLASH FORCE 


Le flash est emis quel que soit 
I'eclairage disponible. 


PAS D FLASH 


Le flash n'est pas emis. 



Ajuster la luminosite 
(compensation d'exposition) 

La luminosite standard (exposition approphee) 
reglee par l'appareil peut etre augmentee ou 
reduite pour obtenir la prise de vue souhaitee. 

1 Appuyez sur la touche S3- 



COMPENS D'EXPO 




Valeur de compensation d'exposition 



2 Utilisez A ▼ A ► pour 

selectionner la luminosite desiree 
pour la photo, puis appuyez sur la 
touche H]. 
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Prise de vue en gros plan 
(gros plan) 

Cette fonction permet a I'appareil photo de faire 
la mise et point et de prendre en photo des 
sujets de tres pres. 



1 Appuyez sur la touche 




2 Utilisez -4 ► pour selectionner 
I'option de reglage, puis appuyez 
sur la touche H pour valider. 



Option 


Description 


OFF 


Le mode gros plan est desactive. 


GROS PLAN 


Permet de prendre en photo le 
sujet d'aussi pres que 20 cm " 1 
(30 cm * 2 ). 


SUPER 
MACRO* 3 


Permet de prendre en photo le 
sujet d'aussi pres que 7 cm. II 
n'est pas possible de faire la mise 
au point sur les sujets distants de 
50 cm ou plus. 



Lorsque le zoom est regie sur la largeur maximale 
(W). 

" 2 Lorsque le zoom est sur le reglage maximal de 

teleobjectif (T). 
" 3 Le zoom est fixe automatiquement. 



' / . II n'est possible de regler ni le flash (p. 19) 
ni le zoom (p. 18) pendant la prise de vue 
en super gros plan. 



Utiliser le retardateur 

La photo n'est prise qu'un certain temps apres 
que vous avez enfonce le declencheur jusqu'au 
fond. 



1 Appuyez sur la touche 0. 




2 Utilisez A T pour selectionner 
I'option de reglage, puis appuyez 
sur la touche 3D pour valider. 



Option 


Description 


OFF 


Annule le retardateur. 


ON 


Le voyant du retardateur s'allume 
pendant environ 10 secondes, 
clignote pendant environ 2 
secondes, puis la photo est prise. 



(/) La prise de vue avec retardateur est 

automatiquement annulee apres une prise 
de vue. 

Pour annuler le retardateur apres son 
declenchement 

Appuyez de nouveau sur la touche 0. 
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mprimer 



Impression directe (PictBridge 1 ) 

En connectant I'appareil photo a une imprimante 
compatible PictBridge, vous pouvez imprimer 
les photos directement sur cette derniere sans 
utiliser d'ordinateur. 

Pour savoir si votre imprimante prend en charge 
PictBridge, reportez-vous a son mode d'emploi. 

" 1 PictBridge est une norme d'interconnexion des 
appareils photo numeriques et des imprimantes 
de differents fabricants et d'impression directe des 
images. 

{/) Les modes d'impression, formats de papier 
et autres parametres reglables sur I'appareil 
photo varient suivant I'imprimante utilisee. 
Pour plus de details, reportez-vous au mode 
d'emploi de I'imprimante. 

Q) Pour plus de details sur les types de papier 
disponibles, sur I'insertion du papier et sur 
I'installation des cassettes d'encre, reportez- 
vous au mode d'emploi de I'imprimante. 



Imprimer des photos avec 
les reglages normaux 
d'imprimante [IMPRESSION 
FACILE] 

1 Affichez la photo a imprimer sur 
I'ecran. 

Q) "Afficher les photos" (p. 15) 

Q) L'impression peut aussi etre lancee quand 
I'appareil photo est eteint. Apres I'execution 
de I'etape2, utilisez A T pour selectionner 
[IMPRESSION FACILE], puis appuyez sur la 
touche 1]. Utilisez ^ ► pour selectionner 
une photo et passez a I'etape 3. 



2 Allumez I'imprimante puis 
connectez-la a I'appareil photo. 



Couvercle du 
connecteur 
Ouvrez le 
couvercle du 
connecteur dans 
le sens de la 
fleche. 




IMPRESSION FACILE DEMARRER »£!, 
PC / IMPRESSION SPECIALE<|QK| 




Cable USB (fourni) 



3 Appuyez sur la touche pour 
lancer l'impression. 

4 Pour imprimer une autre photo, 
utilisez -4 ► pour selectionner la 
photo, puis appuyez sur la touche 

Pour quitter l'impression 

Une fois la photo selectionnee affichee 
sur I'ecran, deconnectez le cable USB de 
I'appareil photo et de I'imprimante. 




OUITTE ♦ IESD" IMPRESSION'S 
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Uti 



tiliser OLYMPUS Master 2 



Configuration systeme requise 
et installation d'OLYMPUS 
Master 2 

Installez le logiciel OLYMPUS Master 2 en 
vous reportant au guide d'installation fourni. 

Connecter I'appareil photo a 
un ordinateur 

1 Assurez-vous que I'appareil photo 
est eteint. 

• L'ecran ACL est eteint. 

• Le volet de I'objectif est ferme. 

2 Connectez I'appareil photo a un 
ordinateur. 

• Lappareil photo s'allume de lui-meme. 




Couvercle du 
connecteur 
Ouvrez le couvercle 
du connecteur dans 
le sens de la fleche. 



Connecteur multiple 




(£) Trouvez I'emplacement du port USB de 
destination en vous reportant au mode 
d'emploi de I'ordinateur. 



3 Utilisez A T pour selectionner 
[PC], puis appuyez sur la touche 3 

• Lordinateur detecte lui-meme I'appareil photo 
en tant que nouveau peripherique a la premiere 
connexion. 

Windows 

Une fois I'appareil photo detecte par 
I'ordinateur, un message indiquant la fin du 
reglage apparaTt. Confirmez le message et 
cliquez sur "OK". Lappareil photo est reconnu 
en tant que disque amovible. 

Macintosh 

Si iPhoto est en cours d'execution, quittez 
iPhoto et lancez OLYMPUS Master 2. 

Les fonctions de prise de vue sont 
desactivees pendant que I'appareil photo 
est connecte a I'ordinateur. 



Q) La connexion de I'appareil photo a un 
ordinateur via un concentrateur USB peut 
entrainer un fonctionnement instable. 

Q) Lorsque [MTP] est regie pour le sous-menu 
qui apparaTt lorsque Ton appuie sur ► 
apres avoir selectionne [PC] a I'etape 3, il 
n'est pas possible de transferer les photos 
sur un ordinateur a I'aide d'OLYMPUS 
Master 2. 

Lancer OLYMPUS Master 2 

1 Double-cliquez sur I'icone 
d'OLYMPUS Master 2 M- 



Windows 

|j§ apparaTt sur le bureau. 
Macintosh 

'?H apparaTt dans le dossier OLYMPUS Master 2. 

• La fenetre Parcourir apparaft apres le 
demarrage du logiciel. 

La premiere fois que vous lancez 
OLYMPUS Master 2 apres I'installation, 
les ecrans "Reglages par defaut" et 
"Enregistrement" apparaissent. Suivez les 
instructions a l'ecran. 
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Utiliser OLYMPUS Master 2 



Au demarrage d'OLYMPUS Master 2, le 
guide de demarrage rapide apparaTt sur 
I'ecran pour vous aider a utiliser i'appareil 
sans la moindre question. Si le guide de 
demarrage rapide n'apparaTt pas, cliquez sur 
jg, dans la boTte d'outils pour I'afficher. 



Pour plus de details sur I'utilisation, reportez- 
vous au guide d'aide du logiciel. 



Transferer et sauvegarder des 
photos sans OLYMPUS Master 2 

Cet appareil photo est compatible avec la 
categorie memoire de masse USB. Vous pouvez 
transferer et sauvegarder les donnees d'image 
sur votre ordinateur lorsque I'appareil photo y 
est connecte. 



Configuration systeme requise 

Windows : Windows 2000 Professional/ 
XP Home Edition/ 
XP Professional/Vista 

Macintosh : Mac OS X v1 0.3 ou plus recent 

Qj Sur un ordinateur tournant sous Windows 
Vista, si [MTP] est regie pour le sous-menu 
qui apparaTt lorsque Ton appuie sur ► 
apres avoir selectionne [PC] a I'etape 3 
de "Connecter I'appareil photo a un 
ordinateur" (p. 42), Windows Photo Gallery 
sera disponible. 

Q) Meme si I'ordinateur est dote de ports USB, 
le bon fonctionnement n'est pas garanti 
dans les cas suivants. 

• Ordinateurs avec des ports USB installes a 
I'aide d'une carte d'extension, etc. 

• Ordinateurs sans systeme d'exploitation 
installe en usine et ordinateurs assembles 
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Utiliser un Connecteur 
microSD 

Q) Ne pas utiliser le Connecteur sur un appareil 
photo numerique Olympus qui ne prend 
pas en charge les Connecteurs microSD, 
ni sur les autres marques d'appareils 
photo numeriques, sur les ordinateurs, 
imprimantes et autres appareils qui 
prennent en charge les cartes xD-Picture 
Card. Non seulement vous risqueriez 
d'abTmer les photos prises, mais cela peut 
aussi provoquer un dysfonctionnement sur 
['appareil. 

Q) Si la carte microSD ne sort pas, ne la retirez 
pas par la force. Informez-vous aupres d'un 
distributeur ou centre de service agree. 

Cartes compatibles avec cet appareil 
photo 

Carte microSD/carte microSDHC 

Q) Pour la liste des cartes microSD dont le 
fonctionnement a fait I'objet de tests, visitez 
notre site Web (http://www.olympus.com/). 

Envoyer des photos 

Vous pouvez envoyer des photos sur un 
ordinateur ou une imprimante a I'aide du 
cable USB fourni avec I'appareil photo. 
Pour envoyer les donnees vers d'autres 
appareils, retirez le Connecteur de I'appareil 
photo et utilisez un adaptateur de carte 
microSD disponible en magasin. 



PRECAUTIONS DE SECURITE 



Al 



ATTENTION 



RISQUE DE DECHARGE 
NE PAS 0UVRIR 



A 



ATTENTION : POUR REDUIRE LE RISQUE DE DECHARGE 
ELECTRIQUE, NE RETIRER NI LA PARTI E ANTERIEURE NI 

POSTERIEURE DU B0ITIER. 
AUCUNE PIECE A L'INTERIEUR NE PEUT ETRE REPAREE 
PAR L'UTILISATEUR. 
SE REFERER A DU PERSONNEL DE DEPANNAGE QUALIFIE 
POUR UNE REPARATION. 



A 

A 
A 
A 



Le point d'exclamation a I'interieur d'un 
triangle vous alerte sur certains points 
importants concernant le maniement et 
lentretien de I'appareil figurant dans la 
documentation fournie avec le produit. 
Si le produit est utilise sans respecter les 
informations donnees sous ce symbole, 
des blessures graves, voire mortelles 
pourraient en resulter. 
Si le produit est utilise sans respecter les 
informations donnees sous ce symbole, 
des blessures voire la mort pourraient 
en resulter. 

ATTENTION Si le produit est utilise sans observer les 
informations donnees sous ce symbole, 
des blessures, des dommages a I'appareil 
ou des pertes de donnees pourraient en 
resulter. 



DANGER 



AVERTISSE- 
MENT 



AVERTISSEMENT ! 

POUR EVITER LES RISQUES D'INCENDIE OU DE DECHARGE 
ELECTRIQUE, NE JAMAIS DEM0NTER, EXPOSER CE 
PRODUIT A L'EAU NI LE FAIRE FONCTIONNER DANS UN 
ENVIRONNEMENT TRES HUMIDE. 



Precautions de manipulation 

Ne pas toucher la zone de contact du 
Connecteur ou de la carte microSD. Cela 
risquerait de causer I'echec de la lecture des 
photos. Lorsqu'il y a des empreintes digitales 
ou des taches sur la zone de contact, 
essuyez-les avec un chiffon doux et sec. 



Precautions generales 

Lire toutes les instructions — Avant d'utiliser 
I'appareil, lire toutes les instructions de 
fonctionnement. Sauvegarder tous les manuels et 
la documentation pour s'y referer ulterieurement. 

Nettoyage — Toujours debrancher ce produit de la 
prise de courant avant nettoyage. N'utiliser qu'un 
chiffon humide pour le nettoyage. Ne jamais 
utiliser de produits de nettoyage liquides ou 
aerosols, ni de solvants organiques pour nettoyer 
ce produit. 

Accessoires — Pour votre securite, et pour eviter 
d'endommager le produit, n'utiliser que des 
accessoires recommandes par Olympus. 

Eau et humidite — Pour les precautions sur des 
produits avec une conception impermeable, lire 
les sections impermeabilisation. 
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Emplacement — Pour eviter d'endommager 

I'appareil, monter le produit solidement sur un 

trepied ou un sabot stable. 
Alimentation — Ne raccorder ce produit qu'a la 

source d'alimentation decrite sur I'etiquette du 

produit. 

Foudre — Si un orage eclate pendant I'utilisation 
d'un adaptateur secteur, le debrancher 
immediatement de la prise de courant. 

Entree d'objets — Pour eviter des blessures, 
ne jamais introduce d'objet metallique dans le 
produit. 

Chaleur — Ne jamais utiliser ni ranger ce produit 
pres d'une source de chaleur telle qu'un 
radiateur, un accumulateur de chaleur, ou 
tout type d'appareil qui genere de la chaleur, 
comprenant les amplificateurs. 

Maniement de I'appareil 
Aavertissement 

• Ne pas utiliser I'appareil a proximite de gaz 
inflammables ou explosifs. 

• Ne pas utiliser le flash ou la LED de tres pres 
sur des personnes (bebes, jeunes enfants, 
etc.). 

• Vous devez etre au moins aim des visages 
de vos sujets. Declencher le flash trap pres 
des yeux du sujet pourrait causer une perte 
momentanee de la vision. 

• Ne pas laisser I'appareil a la portee des 
enfants. 

• Toujours utiliser et ranger I'appareil hors de la 
portee des jeunes enfants et des bebes pour 
empecher les situations dangereuses suivantes 
qui pourraient causer des blessures graves : 

• S'enrouler dans la courroie de I'appareil, 
causant la strangulation. 

• Avaler accidentellement la batterie, des cartes 
ou d'autres petites pieces. 

• Declencher accidentellement le flash dans 
leurs yeux ou ceux d'un autre enfant. 

• Se blesser accidentellement par des parties 
en mouvement de I'appareil. 

• Ne pas regarder le soleil ni de la lumiere 
puissante avec I'appareil. 

• Ne pas utiliser ni ranger I'appareil dans des 
endroits poussiereux ou humides. 

• Ne pas couvrir le flash avec une main pendant 
le declenchement. 

• N'inserez dans le Connecteur rien d'autre que 
la carte microSD. 

Ce Connecteur est reserve a I'usage exclusif de 
la carte microSD. D'autres types de cartes ne 
peuvent pas y etre installes. 



• N'inserez pas d'accessoire autre qu'une carte 
xD-Picture Card ou le Connecteur microSD 
dans I'appareil photo. 

Si vous y inserez une carte par erreur, telle que 
la carte microSD, n'utilisez pas de force. Veuillez 
communiquer avec les centres de service ou les 
distributees autorises. Des dommages tels que 
des rayures peuvent causer le surchauffage ou le 
dysfonctionnement de I'appareil photo. 

A ATTENTION 

• Arreter immediatement d'utiliser I'appareil si 
vous remarquez une odeur, un bruit anormal 
ou de la fumee provenant de I'appareil. 

• Ne jamais retirer les batteries les mains nues, ce 
qui pourrait vous bruler les mains. 

• Ne jamais manipuler I'appareil avec des mains 
mouillees. 

• Ne pas laisser I'appareil dans des endroits ou 
il pourrait etre soumis a des temperatures tres 
elevees. 

• Ceci pourrait causer une deterioration 
de certaines pieces et, dans certaines 
circon stances, I'appareil pourrait prendre feu. 
Ne pas utiliser le chargeur ni un adaptateur 
secteur s'il est couvert (par exemple par 
une couverture). Ce qui pourrait causer une 
surchauffe, debouchant sur un incendie. 

• Manipuler I'appareil soigneusement afin 
d'eviter une brulure a basse temperature. 

• Lorsque I'appareil contient des parties 
metalliques, une surchauffe peut deboucher sur 
une brulure a basse temperature. Faire attention 
aux points suivants : 

• Utilise pendant une longue duree, I'appareil 
devient chaud. Si vous tenez I'appareil 
dans ces conditions, une brulure a basse 
temperature risque de se produire. 

• Dans des endroits sujets a des temperatures 
tres froides, la temperature du corps de 
I'appareil peut etre plus basse que la 
temperature ambiante. Si possible, mettre des 
gants en tenant I'appareil a des temperatures 
basses. 

• Faire attention avec la courroie. 

• Faire attention avec la courroie en portant 
I'appareil. Elle peut facilement s'accrocher a des 
objets sur le passage et causer des dommages 
serieux. 



FR 43 



Precautions de manipulation de la 
batterie 

Veuillez suivre ces consignes importantes 
pour eviter le coulage du liquide de la 
batterie, une generation de chaleur, des 
brulures, une explosion, ou de causer des 
decharges electriques ou brulures. 



Si du liquide de la batterie coule sur vos vetements 
ou sur votre peau, retirer le vetement et laver 
immediatement la zone affectee avec de I'eau 
claire et froide du robinet. Si le liquide vous brule 
la peau, consulter immediatement un medecin. 
Ne jamais soumettre la batterie a des chocs 
violents ni a des vibrations continues. 



A ATTENTION 

Avant sa mise en place, toujours controler 
soigneusement la batterie pour des coulages, 
decoloration, gauchissement ou toutes autres 
anormalites. 

La batterie peut devenir chaude pendant une 
utilisation prolongee. Pour eviter des brulures 
mineures, ne pas la retirer immediatement apres 
avoir utilise I'appareil. 

Toujours retirer la batterie de I'appareil avant de le 
ranger pour une longue duree. 

Precautions pour I'environnement 
d'utilisation 

Pour proteger la technologie de haute precision 
contenue dans ce produit, ne jamais laisser 
I'appareil dans les endroits indiques ci-dessous, 
que ce soit en utilisation ou pour le rangement : 

• Endroits oil les temperatures et/ou I'humidite 
sont elevees ou passent par des changements 
extremes. En plein soleil, a la plage, dans des 
voitures fermees, ou pres d'autres sources 

de chaleur (poele, radiateur, etc.) ou des 
humidificateurs. 

• Dans des endroits sablonneux ou poussiereux. 

• Pres de produits inflammables ou explosifs. 

• Dans des endroits humides, telle qu'une salle 
de bain ou sous la pluie. En utilisant des 
produits avec une conception impermeable, lire 
egalement leurs manuels. 

• Dans des endroits predisposes a de fortes 
vibrations. 

Veillez a ne pas deposer d'eau ou de sable 

sur I'appareil photo pendant son utilisation sur 

la plage ou autres car ceci peut entrainer des 

deteriorations ou un dysfonctionnement. 

Ne jamais laisser tomber I'appareil ou le soumettre 

a des chocs violents ou a des vibrations. 

Lorsque I'appareil est monte sur un trepied, ajuster 

sa position avec la tete du trepied. Ne pas faire 

tourner I'appareil. 

Ne pas toucher les contacts electriques de 
I'appareil. 

Ne pas laisser I'appareil pointe directement vers 
le soleil. Cela pourrait endommager I'objectif ou le 
rideau de I'obturateur, alterer les couleurs, generer 
des images fantomes sur le CCD, ou pourrait 
eventuellement provoquer un incendie. 
Ne pas pousser ni tirer violemment I'objectif. 
Avant de ranger I'appareil pour une longue duree, 
retirer la batterie. Choisir un endroit frais et sec 
pour le rangement pour prevenir la formation de 
condensation ou de moisissure dans I'appareil. 
Apres rangement, verifier le fonctionnement de 
I'appareil en le mettant en marche et en appuyant 
sur le declencheur pour s'assurer qu'il fonctionne 
normalement. 

Toujours respecter les restrictions d'environnement 
de fonctionnement decrites dans le manuel de 
I'appareil photo. 



A DANGER 

• L'appareil photo utilise une batterie au lithium-ion 
specifiee par Olympus. Chargez la batterie avec le 
chargeur specifie. N'utilisez aucun autre chargeur. 

• Ne jamais chauffer ni mettre au feu la batterie. 

• Prendre des precautions en transportant ou 
rangeant la batterie pour eviter qu'elle vienne en 
contact avec des objets metalliques comme des 
bijoux, des epingles a cheveux, des agrafes, etc. 

• Ne jamais ranger la batterie dans un lieu ou elle 
serait exposee en plein soleil, ou sujette a des 
temperatures elevees dans un vehicule chaud, 
pres d'une source de chaleur, etc. 

• Pour eviter de causer des coulages de liquide 
de la batterie ou d'endommager ses bornes, 
respecter scrupuleusement toutes les instructions 
concernant I'usage de la batterie. Ne jamais tenter 
de demonter une batterie ni la modifier de quelque 
fagon que ce soit, ni la souder, etc. 

• Si du liquide de la batterie entrait dans vos yeux, 
les laver immediatement avec de I'eau claire et 
froide du robinet et consulter immediatement un 
medecin. 

• Toujours ranger la batterie hors de la portee 
des jeunes enfants. Si un enfant avale 
accidentellement une batterie, consulter 
immediatement un medecin. 

A AVERTISSEMENT 

• Maintenir a tout moment la batterie au sec. 

• Pour eviter un coulage du liquide de la batterie, 
une generation de chaleur ou de causer un 
incendie ou une explosion, n'utiliser que la batterie 
recommandee pour I'usage avec ce produit. 

• Introduce soigneusement la batterie comme decrit 
dans les instructions de fonctionnement. 

• Si les batteries rechargeables n'ont pas ete 
rechargees au bout de la duree specifiee, arreter 
de les charger et ne pas les utiliser. 

• Ne pas utiliser une batterie si elle est 
endommagee ou cassee. 

• Si la batterie coule, devient decoloree ou 
deformee, ou devient anormale sous d'autres 
aspects pendant le fonctionnement, arreter 
d'utiliser I'appareil. 
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Precautions pour la manipulation de 
la batterie 

Cet appareil photo utilise une batterie au lithium- 
ion specifiee par Olympus. Ne pas utiliser de 
batterie d'un autre type. 

Si les bornes de la batterie deviennent humides 
ou grasses, un mauvais contact risque de se 
produire. Essuyer la batterie correctement avec un 
chiffon sec avant utilisation. 
Toujours charger une batterie pour I'utiliser 
la premiere fois, ou si elle n'a pas ete utilisee 
pendant une longue periode. 
En faisant fonctionner I'appareil photo sur batterie 
a des temperatures basses, essayer de maintenir 
I'appareil photo et la batterie de rechange au 
chaud dans la mesure du possible. La batterie qui 
s'epuise a basses temperatures peut se retablir 
apres I'avoir rechauffee a la temperature normale. 
Le nombre de photos que vous pouvez prendre 
peut varier selon les conditions de prise de vue et 
de la batterie. 

Avant de partir pour un long voyage, en particulier 
avant de partir a I'etranger, acheter des batteries 
de rechange. Une batterie recommandee peut etre 
difficile a obtenir en voyageant. 
Veuillez recycler les batteries pour preserver les 
ressources de notre planete. Quand vous jetez 
des batteries mortes, s'assurer de recouvrir les 
bornes et toujours respecter la reglementation 
locale. 



Ecran ACL 

• Ne pas forcer sur I'ecran ACL, sinon I'image risque 
de devenir vague en provoquant une panne en 
mode d'affichage ou en endommageant I'ecran 
ACL. 

• Une bande de lumiere risque d'apparaTtre en haut 
et dans le bas de I'ecran ACL, mais ce n'est pas 
un mauvais fonctionnement. 

• Si un sujet est visionne en diagonale dans 
I'appareil, les bords peuvent apparaftre en 
zigzag sur I'ecran ACL. Ce n'est pas un mauvais 
fonctionnement ; ce sera moins perceptible en 
mode d'affichage. 

• Dans des endroits a basses temperatures, 
I'ecran ACL peut prendre un certain temps 
pour s'allumer ou sa couleur risque de changer 
momentanement. Pour utiliser I'appareil dans des 
endroits extremement froids, il est recommande 
de le preserver du froid en le maintenant au chaud 
entre les prises de vue. Un ecran ACL montrant 
des performances mediocres a cause du froid 
fonctionnera correctement en revenant a des 
temperatures normales. 

• L'ecran a cristaux liquides utilise pour I'ecran 
ACL est produit avec une technologie de haute 
precision. Toutefois, des points noirs ou lumineux 
peuvent apparaTtre constamment sur I'ecran 
ACL. A cause de ses caracteristiques ou selon 
Tangle sous lequel vous visionnez I'ecran ACL, 
les points peuvent ne pas etre uniformes en 
couleur ni en luminosite. Ce n'est pas un mauvais 
fonctionnement. 



Remarques juridiques et autres 

Olympus decline toute responsabilite ou garantie 
pour les pertes subies et les benefices manques, 
de meme que pour les creances de tiers en 
decoulant, consecutifs a ('utilisation incorrecte de 
cet appareil. 

Olympus decline toute responsabilite ou garantie 
pour les pertes subies et les benefices manques, 
consecutifs a I'effacement de prises de vue. 
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Restrictions relatives a la garantie 

• Olympus decline toute responsabilite ou garantie, 
expresse ou implicite, pourou relative au contenu 
de la presente documentation ecrite ou du 
logiciel, et ne pourra en aucun cas etre tenu pour 
responsable de toute autre garantie implicite 

de commercialisation ou d'adaptation a des fins 
particulieres, ou pour les dommages encourus, 
qu'ils soient directs, imprevus ou indirects 
(notamment non limites aux dommages dus a 
une perte financiere, une interruption d'activite 
ou la perte de donnees professionnelles) suite 
a I'utilisation ou la restriction ou impossibility 
d'utilisation de la documentation ecrite, du logiciel 
ou du materiel. Certains pays n'autorisent pas 
I'exclusion ni la limitation de la responsabilite de 
tels dommages, indirects ou imprevus, de sorte 
que les limitations ci-dessus peuvent ne pas vous 
concerner. 

• Olympus se reserve tous droits sur ce manuel. 

Avertissement 

Toute reproduction photographique ou usage 
illicite de materiel protege par des droits 
d'auteur peut violer des lois applicables 
sur les droits d'auteur. Olympus n'assume 
aucune responsabilite quant a la reproduction 
photographique illicite, I'usage ou tout autre acte 
interdit portant atteinte aux droits d'auteur. 

Note relative aux droits d'auteur 

Tous droits reserves. Toute reproduction partielle 
ou integrale de cette documentation ecrite ou 
du logiciel, par quelque procede que ce soit ou 
sous quelque forme que ce soit, electronique 
ou mecanique, y compris par reproduction 
photographique ou enregistrement et par 
I'usage de quelque moyen de stockage et de 
recuperation des informations que ce soit, n'est 
permise sans autorisation ecrite et prealable 
d'Olympus. Aucune responsabilite ne sera 
assumee quant a I'utilisation des informations 
contenues dans la documentation ecrite ou 
du logiciel, ou pour des dommages resultant 
de I'utilisation des informations contenues 
ici. Olympus se reserve le droit de modifier 
les caracteristiques et le contenu de cette 
publication ou du logiciel sans obligation ni 
preavis. 





Pour les utilisateurs en Europe 

La marque "CE" indique que ce produit est 
conforme aux normes europeennes en matiere 
de securite, de sante, d'environnement et de 
protection du consommateur. Les appareils 
photo marques "CE" sont prevus pour la vente 
en Europe. 

Le symbole [poubelle sur roue barree d une 
croix WEEE annexe IV] indique une collecte 
separee des dechets d'equipements electriques 
et electroniques dans les pays de l'UE. Veuillez 
ne pas jeter I'equipement dans les ordures 
domestiques. 

A utiliser pour la mise en rebut de ces types 
d'equipements conformement aux systemes de 
traitement et de collecte disponibles dans votre pays. 

Ce symbole [Poubelle rayee conformement a la 
directive annexe 2006/66/EC annexe II] indique 
que la collecte des batteries usagees se fait 
separement dans les pays EU. Veuillez ne pas 
jeter les batteries dans les ordures menageres. 
Veuillez utiliser les systemes de collection 
disponibles dans votre pays pour I'enlevement 
des batteries usagees. 

Precaution sur I'utilisation de la batterie 

et du chargeur de batterie 

II est vivement recommande de n'utiliser que la 
batterie et le chargeur de batterie specifiques, qui 
sont disponibles comme accessoires d'origine 
Olympus, avec cet appareil photo. L'utilisation 
d'une batterie et /ou d'un chargeur de batterie 
qui ne sont pas d'origine risque de provoquer un 
incendie ou des blessures a cause d'un coulage 
de liquide, d'une surchauffe, d'une combustion 
ou d'un endommagement de la batterie. Olympus 
n'assume aucune responsabilite pour les accidents 
et dommages a cause de I'utilisation d'une batterie 
et/ou d'un chargeur de batterie autres que les 
accessoires d'origine Olympus. 

Conditions d'obtention de la garantie 

1 Si le produit s'avere defectueux malgre une 
manipulation correcte (conforme aux instructions 
indiquees dans les Precautions de securite et 
dans le mode d'emploi fourni) dans un delai 
de deux ans a partir de la date d'achat aupres 
d'un distributee Olympus agree, ce produit 
sera repare ou remplace au choix de Olympus 
gratuitement au sein du secteur d'activite de 
Olympus Imaging Europa GmbH defini sur le 
site Web http://www.olympus.com. Pour toute 
demande de reparation sous garantie, le client 
doit apporter le produit et la presente carte de 
garantie avant la fin de la periode de deux ans 
de garantie au revendeur auquel il a achete le 
produit ou a tout autre centre de service apres- 
vente agree Olympus dans le secteur d'activite 
de Olympus Imaging Europa GmbH defini sur le 
site Web http://www.olympus.com. Le client peut 
retourner le produit a n'importe quel centre de 
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service apres-vente Olympus agree pendant une 
periode d'un an a partir de la date d'achat, en 
cas de reparations, conformement a la garantie 
internationale. Veuillez noter que de tels centres 
de service apres-vente Olympus n'existent pas 
dans certains pays. 

2 Le client est responsable des risques du transport 
du produit chez un distributee Olympus ou dans 
un centre de service apres-vente Olympus, tous 
les frais de transport sont a sa charge. 

3 Pendant la periode de garantie, les frais 
engendres par des reparations sont a la charge 
du client dans les cas ci-dessous : 

a. Tout dommage resultant d'une manipulation 
non conforme (telle qu'une operation non 
indiquee dans les Precautions de securite ou 
dans toutes autres sections du mode d'emploi, 
etc.). 

b. Tout dommage resultant d'une reparation, 
d'une modification, d'un nettoyage, etc., non 
effectues par Olympus ou un centre de service 
apres-vente Olympus. 

c. Tout dommage cause par un transport non 
conforme, une chute, un choc, etc. apres 
achat du produit. 

d. Tout defaut ou dommage resultant d'un 
incendie, tremblement de terre, inondation, 
intemperies et autres catastrophes naturelles, 
pollution, alimentation electrique non 
conforme. 

e. Tout dommage resultant d'un stockage 
non conforme ou negligent (temperatures 
excessives, humidite excessive, proximite 
d'insecticides tels que naphtaline ou produits 
chimiques nocifs, etc.) ou d'un entretien non 
conforme. 

f. Tout dommage resultant de batteries usagees, 
etc. 

g. Tout dommage cause par I'intrusion de sable, 
boue, etc. a I'interieurde I'appareil. 

h. Non-presentation de la presente garantie pour 
la reparation. 

i. Modifications faites sur la presente carte de 
garantie concernant I'annee, le mois et le jour 
de I'achat, les noms du client et du revendeur, 
le numero de serie, etc. 

j. Non-presentation d'un justificatif d'achat 
(ticket de caisse) en meme temps que la 
presente garantie. 

4 Cette garantie concerne uniquement le produit 
lui-meme. Elle ne couvre pas les autres pieces 
telles que sac de transport, courroie, couvercle 
de I'objectif, batteries, etc. 



5 La seule obligation de Olympus dans le cadre de 
la presente garantie se limite a la reparation ou 
au remplacement du produit. Toute responsabilite 
pour perte ou dommage indirect ou accessoire 
de quelque nature que ce soit supporte par le 
client a cause d'un defaut du produit est exclue, 
notamment en cas de perte ou dommage 
cause a des objectifs, films, autres materiels 
ou accessoires utilises avec le produit ou de 
perte financiere quelconque resultant d'un 
retard en reparation ou de la perte de donnees. 
La presente disposition ne deroge pas a la 
legislation contraignante en vigueur. 

Remarques sur I'etablissement de la 
carte de garantie 

1 Cette garantie ne sera valide que si la carte de 
garantie est dument completee par Olympus ou 
un revendeur agree ou si d'autres documents 
contiennent une justification suffisante. Par 
consequent, veuillez vous assurer que votre 
nom, le nom du revendeur, le numero de serie 
et la date d'achat (annee, mois, jour) figurent 
integralement et lisiblement sur la carte de 
garantie et que le contrat d'achat original ou le 
justificatif d'achat (indiquant le nom et I'adresse 
du revendeur, la date d'achat et la designation du 
produit) est joint a la presente garantie. Olympus 
se reserve le droit de refuser une prestation de 
service apres-vente gratuite si les informations 
portees sur la carte de garantie sont incompletes 
ou illisibles ou si les documents mentionnes 
precedemment ne sont pas joints ou si les 
informations qu'ils contiennent sont incompletes 
ou illisibles. 

2 Cette carte de garantie ne sera pas remplacee, 
aussi conservez-la avec le plus grand soin. 

• Veuillez vous reporter au site Web http://www. 
olympus.com pour connaTtre la liste du reseau 
international des centres de services autorises 
Olympus. 

Marques deposees 

• IBM est une marque deposee de la societe 
International Business Machines Corporation. 

• Microsoft et Windows sont des marques de la 
societe Microsoft Corporation. 

• Macintosh est une marque de Apple Inc. 

• xD-Picture Card™ est une marque deposee. 

• microSD est une marque de commerce de SD 
Association. 

• Tous les autres noms de societes et appellations 
de produits sont des marques, deposees ou non, 
des proprietaires respectifs. 

• Les normes pour les systemes de fichiers 
d'appareil photo indiquees dans ce manuel sont 
les normes "Design rule for Camera File system/ 
DCF" stipulees par I'association JEITA (Japan 
Electronics and Information Technology Industries 
Association). 
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CARACTERISTIQUES 



Appareil photo 


Type de produit 


Appareil photo numerique (prise de vue et affichage) 


Systeme d'enregistrement 


Photos 


Enregistrement numerique, JPEG (conforme a la norme DCF (Design 
rule for Camera File system - regie de conception du systeme de 
fichiers de I'appareil photo)) 


Normes applicables 


Exit 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 
PictBridge 


linages fixes avec son 


Format Wave 


Video 


AVI Motion JPEG 


Me mo ire 


Memoire interne 

xD-Picture Card (16 Mo - 2 Go) (TypeH/M/M+, Standard) 

Carte microSD/carte microSDHC (avec le Connecteur microSD fourni) 


Nombre de pixels effectifs 


10 000 000 pixels 


Capteur damage 


CCD (filtre de couleur primaire) de 1/2,3" a 10 340 000 de pixels (brut) 


Objectif 


Objectif Olympus 6,7 a 20,1 mm, f3,5 a 5,0 

(equivalent a 38 a 114 mm sur un appareil photo 35 mm) 


Systeme de mesure 


Mesure ESP numerique, systeme de mesure ponctuelle 


Vitesse d'obturation 


1/2 a 1/1000 sec. 


Portee de prise de vue 


0,5 m a oo (W/T) (normal) 

0,2 m a oo (W), 0,3 m a oo (T) (mode gros plan) 

0,07 m a 0,5 m (W uniquement) (mode super gros plan) 


Ecran 


Ecran ACL couleur 2,7" TFT, 230 000 points 


Connecteur 


Connecteur multiple (Prise DC-IN, connecteur USB, prise A/V OUT) 


Calendrier automatique 


de 2000 a 2099 


Conditions de fonctionnement 


Temperature 


0 °C a 40 °C (fonctionnement) / -20 °C a 60 °C (stockage) 


Humidite 


30 % a 90 % (fonctionnement) / 10 % a 90 % (stockage) 


Alimentation 


Une batterie au lithium-ion Olympus (LI-42B/LI-40B) ou adaptateur 
secteur Olympus 


Dimensions 


89,0 mm (I) * 55,5 mm (H) * 20,3 mm (P) 
(hors saillies) 


Poids 


108 g (hors batterie et carte) 
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Batterie au lithium-ion (LI-42B) 



Type de produit 


Batterie au lithium-ion rechargeable 


Tension standard 


3,7 V CC 


Capacite standard 


740 mAh 


Duree de vie de la batterie 


Environ 300 rechargements complets (varie selon I'utilisation) 


Conditions de fonctionnement 


Temperature 


0 °C a 40 °C (chargement) / 
-10 °C a 60 "C (fonctionnement) / 
-20 °C a 35 °C (stockage) 


Dimensions 


31,5 * 39,5 x 6 mm 


Poids 


Environ 1 5 g 


Chargeur de batterie (LI-40C) 


Alimentation requise 


100 a 240 VCA (50 a 60 Hz) 
3,2 VA (1 00 V) a 5,0 VA (240 V) 


Sortie 


4,2 V CC, 200 mA 


Duree de chargement 


Environ 5 heures 


Conditions de fonctionnement 


Temperature 


0 °C a 40 °C (fonctionnement) / 
-20 °C a 60 °C (stockage) 


Dimensions 


62 * 23 * 90 mm 


Poids 


Environ 65 g 


Connecteur microSD 


Type de produit 


: Connecteur pour cartes microSD 


Conditions de fonctionnement 


Temperature 


: -1 0 "C a 40 °C (fonctionnement) / -20 °C a 65 °C (stockage) 


Humidite 


: 95 % et moins (fonctionnement) / 85 % et moins (stockage) 


Dimensions 


: 25,0 mm (I) * 20,3 mm (H) * 1,7 mm (P) (poignee : 2,2 mm) 


Poids 


: Environ 0,9 g 



La conception et les caracteristiques peuvent etre modifiees sans preavis. 
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• Le agradecemos la adquisicion de esta camara digital 
Olympus. Antes de empezar a usar su nueva camara, 
lea atentamente estas instrucciones para obtener 

un maximo rendimiento y una mayor duracion. 
Guarde este manual en un lugar seguro para futuras 
consultas. 

• Antes de tomar fotografias importantes, le 
recomendamos que realice varias tomas de prueba 
para familiarizarse con el uso de su camara. 



• Con el fin de mejorar continuamente sus productos, 
Olympus se reserva el derecho a actualizar o 
modificar la informacion incluida en este manual. 

• Las ilustraciones de las pantallas y de la camara 
que aparecen en este manual fueron hechas 
durante el proceso de desarrollo y pueden diferir 
del producto real. 



Las paginas de referencia corresponden al Manual de instrucciones (en el CD-ROM suministrado). Vease el 
Manual de instrucciones del CD-ROM para realizar las consultas pertinentes. 
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Preparacion de la camara 



Comprobacion de los 
contenidos de la caja 




Camara digital 





Bateria de ion de litio 
L1-42B 



Cargador de bateria 
LI-40C 






CD-ROM OLYMPUS 
Master 2 



Adaptador microSD 



Otros accesorios no mostrados: Manual de 
instrucciones, tarjeta de garantia 
Los contenidos pueden variar dependiendo del lugar 
de la compra. 



Colocacion de la correa de la 
camara 




Carga de la bateria 

Bateria de iones de litio 



Cargador 
de bateria 




Toma de 
corriente CA 



Indicador de carga 
lluminado: Cargandose 
Apagado: Carga 
completada 



Q) La bateria viene parcialmente cargada. 
Antes de usarla, asegurese de cargar la 
bateria hasta que el indicador de carga se 
apague (al cabo de 5 horas aprox.). 

Q) Para obtener mas detalles sobre la baten'a y 
el cargador, consulte el apartado "Bateria y 
cargador" (p. 48). 

Cuando cargar la bateria 

Cargue la bateria cuando aparezca el 
siguiente mensaje de error. 
Parpadea en rojo 



BATER. AGOTADA 



Esquina superior 
derecha del 
monitor 



Mensaje de error 



Tire de la correa para que quede apretada y 
no se suelte. 
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Insercion de la bateria y de 
la tarjeta xD-Picture Card™ 
(vendida aparte) en la camara 



Q) Nunca inserte en la camara otra cosa 
que no sea la tarjeta xD-Picture Card o el 
Adaptador microSD. 




Boton de bloqueo de la bateria 



Q) Inserte la bateria por el extremo T, con 
el si'mbolo Q dirigido al boton de bloqueo 
de la bateria. Si la bateria no esta bien 
insertada, la camara no funciona. 

(£) Inserte la bateria al tiempo que desliza 
el boton de bloqueo de la bateria en la 
direccion de la flecha. 

Q) Desliza el boton de bloqueo de la baten'a en 
la direccion de la flecha para desbloquear la 
baten'a, y a continuacion extraigala. 




/ Insertela derecha hasta que encaje en su 
posicidn con un chasquido. 

Q) No toque directamente el area de contacto. 



4 




Q) Esta camara permite al usuario tomar fotos 
usando la memoria interna aunque no haya 
ninguna tarjeta xD-Picture Card (vendida 
aparte) insertada. "Uso de una tarjeta xD- 
Picture Card" (p. 49) 

"Numero de fotografias almacenables 
(imageries fijas) /duracion de la 
grabacion (videos) en la memoria interna 
y en la tarjeta xD-Picture Card" (p. 50) 



Extraccion de la tarjeta xD-Picture Card 




Q) Presione la tarjeta hasta que emita un 

chasquido y sea parcialmente expulsada, y 
luego agarre la tarjeta para extraerla. 
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Uso de la tarjeta microSD/ 
tarjeta microSDHC 
(vendida aparie) 

La tarjeta microSD/tarjeta microSDHC (en 
adelante llamada "tarjeta microSD") tambien 
es compatible con esta camara mediante el 
Adaptador microSD. 

/ "Uso de un Adaptador microSD" (p. 51) 

1 Inserte la tarjeta microSD en el 
Adaptador. 



Inserte la tarjeta 
hasta el fondo. 



2 Inserte el Adaptador microSD en la 
camara. 





Para extraer la tarjeta microSD 




(£) Extraiga la tarjeta recta. 



No toque el area de contacto del Adaptador 
microSD o de la tarjeta microSD. 



Configuration de la fecha y la hora 

La fecha y la hora configuradas aqui se 
guardan en los nombres de archivos de imagen, 
impresiones de fechas, y otros datos. 

1 Deslice la barrera objetivo hacia 
abajo para encender la camara. 

• Cuando la fecha y la hora no estan configuradas, 
aparece la pantalla de configuracibn correspondiente. 









® 




AMD HORA 

^ 






— :— A/M/D I 


CANCEL'S™! 



Pantalla de configuracion de 
fecha y hora 



2 Use ▲ T para seleccionar el aho [A]. 



m 



AMD HORA 



CANCEL.»!3 



3 Presione el boton S] para guardar la 
configuracion de [A]. 




AMD HORA 



CANCEL*™™ 
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4 Como en los Pasos 2 y 3, use 
A T •< ► y el boton H para 
establecer [M (mes)], [D (dia)], y 
[HORA (horas y minutos)]. 

Q) Para la configuracion precisa de la hora, 
presione el boton ¥] cuando la serial 
horaria alcance los 00 segundos. 

/ Para cambiar la fecha y la hora, realice el 
ajuste desde el menu. [^) (Fecha/hora)] 
(p. 35) 

Para comprobar la fecha y la hora 

Presione el boton DISR con la camara 
apagada. La fecha y la hora actuales se 
muestran durante unos 3 segundos. 

Cambio del idioma de la 
pantalla 

El idioma del menu y de los mensajes de error 
que aparecen en el monitor es seleccionable. 

1 Presione el boton MENU, y presione 
A T -4 ► para seleccionar 
lY[ CONFIGURAC.]. 




3 Use A T para seleccionar [#-£D], 
y presione el boton X|. 




FRANCAIS JRCH 
DEUTSCH If Staff) 

ITALIANO Timy 



ACEPT.»IQKI 



4 Use A ▼ A ► para seleccionar el 
idioma y presione el boton I|. 

5 Presione el boton MENU. 



2 Presione el boton 5]. 




CONFIGURAC. 


0 


FORMATEAR 






2 


BACKUP 




3 


t@ 


ESPANOL 






Q/E 


NO 






SALVARAJUST 


NO 




SALIR»H 


ACEPT.<[OKl 



54 ES 



Toma, reproduction y borrado 



Toma con valor de apertura 
y velocidad de obturador 
optimos (modo P) 

En este modo, se puede usar la toma 
automatica de la camara al tiempo que se 
permiten cambios en una amplia gama de otras 
funciones del menu de toma, tales como la 
compensacion de la exposicion, el balance del 
bianco, etc., en caso necesario. 



1 Deslice la barrera objetivo hacia 
abajo para encender la camara. 




Monitor (pantalla del modo de 
espera) 



2 Apunte la camara y encuadre la 
toma. 




Empunadura horizontal 



3 Presione el boton disparador 
hasta la mitad de su recorrido para 
enfocar el objeto. 

• Cuando la camara enfoca el objeto, se fija 
la exposicion (se muestran la velocidad del 
obturador y el valor de apertura), y la marca de 
destino AF cambia de color al verde. 

• Si la marca de destino AF parpadea en rojo, 
significa que la camara no se ha podido enfocar. 
Intente volver a enfocar. 




Velocidad de obturacion Marca ae Va!or de 

destino AF apertura 



/ "Enfoque" (p. 46) 



Empunadura vertical 
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4 Para tomar la fotografia, presione el 
boton disparador suavemente hasta 
el final de su recorrido con cuidado 
de no mover la camara. 




Presione 
completamente 



Pantalla de revision de imagen 

Para ver las imageries durante la toma 

Al presionar el boton B se habilita la 
reproduccion de imageries. Para regresar a 
la toma, o bien presione de nuevo el boton 
1*1 o bien presione el boton disparador 
hasta la mitad de su recorrido. 



Para tomar videos 
"Toma de videos (modo \ 



'(p. 17) 



Una vez finalizada la toma 

Deslice la barrera objetivo hacia arriba para 
apagar la camara. 

(T) Todos los ajustes de fotograffa, excepto el 
modo P, regresan a los ajustes predefinidos 
cuando se apaga la camara. 



Visualization de imageries 

1 Presione el boton H. 

Numero de fotograma 




Imagen reproducida 



2 Use A T -4 ► para seleccionar 
una imagen. 

Muestra los 
10 fotogramas 
anteriores a la 
imagen vigente 

Muestra la 

imagen anterior Muestra los 

10 fotogramas 
siguientes a la 
imagen vigente 

(7) El tamafio de las imagenes en pantalla 
puede cambiarse. "Vista de indice, vista 
de calendario, y vista de cerca" (p. 21) 

Para reproducir videos 

Seleccione un video y presione el boton ||. 
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Operaciones durante la reproduccion 
de videos 

Volumen: Durante la reproduccion, presione 
AW. 

Avance rapido: Mientras se presiona ► , el 
video avanza rapidamente. 
Rebobinado: Mientras se presiona ^ . el 
video se rebobina. 
Pausa: Presione el boton ||. 



Tiempo transcurrido/ 
tiempo total de 




grabacion Durante la reproduccion 

Primer (ultimo) fotograma/avance de 
fotogramas: Durante la pausa, presione 
▲ para mostrar el primer fotograma, 
y presione T para mostrar el ultimo 
fotograma. Mientras se presiona ^ , el 
video se reproduce hacia atras, y mientras 
se presiona ► , el video se reproduce de 
forma normal. Presione el boton H para 
reanudar la reproduccion. 




Durante la pausa 



Para detener la reproduccion del video 

Presione el boton MENU. 



Bon ado de imageries durante 
la reproduccion (Borrado de 
una imagen) 



1 Presione el boton ™ cuando 
aparezca en pantalla la imagen de 
reproduccion que desee borrar. 




2 Use A para seleccionar [SI], y 
presione el boton Ij. 



7 [^BORRAR] (p. 31) 
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Uso de los modos de toma 



(7) El modo de toma cambia en este orden: 
P (0 i AUTO ) (tfl» SCN cada vez que se 
presiona el boton Al cambiar a otro 
modo de toma, la mayon'a de las opciones 
de los modos iAUTO, (ftfll) y SCN volvera 
a los ajustes predeterminados para cada 
modo de toma respectivo. 

Uso del mejor modo para la 
escena de toma (modo SCN) 



1 Presione el boton O algunas veces 
para ajustar SCN- 



gj RETRATO 




SALIR»j!g ACEPT.<[OK) 



• Aparece una explicacion del modo seleccionado si 
se mantiene apretado el boton Q. 

2 Use A T para seleccionar el mejor 
modo de toma para la escena, y 
presione el boton 1]. 



nd 




Qj Para cambiar a otro modo de escena, use el 
menu. [* S SCN] (p. 26) 



Toma con ajustes automaticos 
(modo iAUTO) 

La camara selecciona automaticamente el 
mejor modo de toma para la escena. Este es un 
modo completamente automatico que permite 
al usuario tomar fotograffas utilizando el mejor 
modo para la toma de la escena simplemente 
presionando el boton disparador. Los ajustes 
relacionados con la toma no estan disponibles 
en el modo iAUTO- 



1 Presione el boton J§. 




2 Use ▲ T para seleccionar P 
o ^ ► para seleccionar [ ITauto] 
(iAUTO)], y presione el boton 3 
para establecerlo. 

Indicador de modo iAUTO 
El indicador cambia de icono de 
acuerdo con el modo de toma 
seleccionado por la camara. 




• Para comprobar que modo de toma ha 
seleccionado la camara automaticamente, 
presione el boton disparador hasta la mitad de su 
recorrido o presione el boton DISR. 

/ "Uso del menu FUNC" (p. 20) 

(2) Para realizar tomas en modo P, use el 
menu FUNC para cambiar a P. 
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Uso del modo de 
estabilizacion de imagen 
digital (modo ((&))) 

Este modo permite al usuario reducir la 
borrosidad causada por el movimiento de 
la camara y del objeto con el fin de obtener 
imagenes mas nftidas. 

"t Presione el boton O algunas veces 
para ajustar if])). 

Indicador de modo (fcfl)) 




Toma de videos (modo j£>) 

El sonido se graba a la vez. 

1 Presione el boton O algunas veces 
para ajustar SCN 

2 Use A T para seleccionar 

ISQ VIDEO], y presione el boton 3| 
para establecerlo. 



Presione el boton disparador 
hasta la mitad de su recorrido para 
enfocar el objeto, y presionelo 
suavemente hasta el fondo para 
empezar a grabar. 

Iluminada de rojo durante la 
toma 



Presione hasta 
la mitad 




Presione 
completamente 

Tiempo de grabacion restante (p. 51) 

4 Presione suavemente el boton 
disparador hasta el fondo para 
detener la grabacion. 



Indicador de ■ 
modog? 




Para usar el zoom 

El zoom optico no esta disponible durante 
la grabacion de video. Use [ZOOM DIG.] 
(p. 25). 
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Iso de las funciones de toma 



Uso del zoom optico 

Presionando la palanca de zoom se ajusta el 
intervalo de toma. 

Presione hacia W Presione hacia T 
(gran angular) (telefoto) 




Barra de zoom 

/ Zoom optico: 3x, zoom digital: 5* 

Toma de imageries de mayor tamaho 
sin reducir la calidad de imagen 
[ZOOM PRECISO] (p. 24) 

Toma de imageries de mayor tamaho 
[ZOOM DIG.] (p. 25) 

(J) El aspecto de la barra de zoom identifica el 
estado del zoom preciso/zoom digital. 

f I 



Cuando se usa 
el zoom optico 



Intervalo de zoom optico 



Cuando se usa 
el zoom preciso 



Cuando se usa el 
zoom digital 



Intervalo de 
zoom preciso 



lluminacion del objeto a 
contraluz (AJ SOMBRA 1 ) 

La camara encuentra la cara de una persona 
que haya sido oscurecida por la luz de fondo y la 
ilumina mas para tomar la foto. 
M Shadow adjustment technology (Tecnologia de 
ajuste de sombras) 

1 Presione el boton f£K 




2 Use -4 ► para seleccionar [ON], 
y presione el boton JH para 
establecerlo. 

3 Apunte la camara en direccion al 
objeto. Compruebe el marco que 
aparece en torno a la cara detectada 
por la camara, y a continuacion 
presione el boton disparador para 
tomar la foto. 

(7) En algunos objetos, el marco puede no 
aparecer o puede tardar en aparecer. 

Qj Cuando este ajuste esta en [ON], la 

funcion [MEDICirjN] (p. 25) se establece 
automaticamente en [ESP], y la funcion 
[MODO AF] (p. 25) se establece 
automaticamente en [SOMBRAS]. 



Intervalo de 
zoom digital 



60 ES 



Uso del flash 

Las funciones de flash pueden seleccionarse 
para ajustarse mejor a las condiciones de la 
toma y producir la imagen deseada. 

1 Presione el boton J . 



• ; : ' — — i 











2 Use -4 ► para seleccionar la 
opcion de ajuste, y presione el 
boton ~TJ para establecerlo. 



Elemento 


Description 


FLASH AUTO 


El flash se dispara 
automaticamente en circunstancias 
de poca luz y de contraluz. 


OJOS ROJOS 


Emite destellos previos para 
reducir el efecto de ojos rojos en 
las fotos. 


DE RELLENO 


El flash se dispara 
independientemente de la luz 
disponible. 


APAGADO 


El flash no se dispara. 



Ajuste del brillo (Compensacion 
de la exposition) 

El brillo estandar (exposicion apropiada) 
establecido por la camara puede ajustarse con 
mas o menos brillo para obtener la toma deseada. 

1 Presione el boton 0. 




Valor de compensacion de la exposicion 



2 Use ▲ T A ► para seleccionar 
la imagen con el brillo deseado, y 
presione el boton ~TJ. 
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Toma de primeros pianos 
(macrofilmacion) 

Esta funcion permite a la camara enfocar y 
filmar objetos a corta distancia. 

1 Presione el boton ft. 




I/so t/e/ disparador automatico 

Despues de presionar el boton disparador hasta 
abajo del todo, la fotograffa se toma al cabo de 
una cierta demora. 



1 Presione el boton (i). 




2 Use -4 ► para seleccionar la 
opcion de ajuste, y presione el 
boton 7] para estabiecerlo. 



Elemento 


Descripcion 


OFF 


Desactiva el modo macro. 




Permite la toma desde una 


MACRO 


distancia de hasta 20 cm' 1 




(30 cm* 2 ) del objeto. 




Permite la toma desde una 


SUPER 


distancia de 7 cm del objeto. No 


MACRO* 3 


pueden enfocarse objetos situados 




a mas de 50 cm. 



" 1 Cuando el zoom esta en la posicion mas amplia 
(W). 

" 2 Cuando el zoom esta en la posicion de telefoto (T). 
" 3 El zoom esta automaticamente fijado. 



/ El flash {p. 19) y el zoom (p. 18) no pueden 
establecerse durante la toma super macro. 



2 Use A T para seleccionar la 
opcion de ajuste, y presione el 
boton 3 P ara establecerla. 



Elemento 


Descripcion 


OFF 


Cancela el disparador automatico. 


ON 


La luz del disparador automatico 
se enciende durante unos 
10 segundos, luego parpadea 
durante unos 2 segundos, y a 
continuacion se toma la fotograffa. 



Q) El modo de disparador automatico se 

cancela de forma automatica tras una toma. 



Para cancelar el disparador 
automatico una vez ajustado 

Presione de nuevo el boton 0. 
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mpresion 



Impresion directa 
(PictBridge 1 ) 

Si se conecta la camara a una impresora 
compatible con PictBridge, se podran imprimir 
imagenes directamente sin necesidad de usar 
un ordenador. 

Para averiguar si su impresora es compatible 
con PictBridge, consulte el manual de 
instrucciones de la impresora. 

* 1 PictBridge es el estandar para conectar camaras 
digitales e impresoras de diferentes fabricantes e 
imprimir fotograf fas directamente. 

^ Los modos de impresion, tamanos de 
papel y demas parametros que pueden 
configurarse con la camara varian segun la 
impresora que se utilice. Para mas detalles, 
consulte el manual de instrucciones de la 
impresora. 

/ Para obtener informacion sobre los tipos 
de papel disponibles, la alimentacion de 
papel, y la instalacion de cartuchos de tinta, 
consulte el manual de instrucciones de la 
impresora. 

Impresion de imagenes 
conforme a la configuration 
estandar de la impresora 
[IMPR. SIMPLE] 



1 Muestre la imagen que desee 
imprimir en el monitor. 

(£) "Visualization de imagenes" (p. 15) 

Q) La impresion tambien puede iniciarse con 
la camara apagada. Despues de ejecutar el 
Paso 2, use A T para seleccionar [IMPR. 
SIMPLE], y presione el boton ¥|. Luego 
use -4 ► para seleccionar una imagen, y 
proceda con el Paso 3. 



2 Encienda la impresora y luego 
conectela a la camara. 




3 Presione el boton para empezar 
a imprimir. 



4 Para imprimir otra imagen, use 
■4 ► para seleccionar una imagen, 
y presione el boton fl. 

Para salir de la impresion 

Despues de que la imagen seleccionada 
aparezca en pantalla, desconecte el cable 
USB que une la camara y la impresora. 




ES 
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so del programa OLYMPUS Master 2 



Requisites del sistema e 
instalacion de OLYMPUS 
Master 2 

Instate el software OLYMPUS Master 2 
consultando la guia de instalacion incluida. 

Conexion de la camara a un 
ordenador 



1 Asegurese de que la camara este 
apagada. 

• El monitor esta apagado. 

• La barrera objetivo esta cerrada. 

2 Conecte la camara a un ordenador. 

• La camara se enciende automaticamente. 



USB 










PC 


[ 






IMPR.SIMPLE 








IYI-R : -'_-!SONAL 








SALIR 




ACEPT. 


♦ OKI 



Tapa del conector 
Abra la tapa del 
conector en el 




Q) Localice el puerto USB de destino 

consultando el manual de instrucciones de 
su ordenador. 



3 Use A T para seleccionar [PC], y 
presione el boton Ij. 

• El ordenador detecta automaticamente la camara 
como un nuevo dispositivo al conectarla por 
primera vez. 

Windows 

Una vez que el ordenador detecta la 
camara, aparece un mensaje indicando que 
la configuracion ha finalizado. Confirme el 
mensaje y haga die en "OK". La camara es 
detectada como un disco extrafble. 

Macintosh 

Cuando se inicie iPhoto, saiga de iPhoto e 
inicie OLYMPUS Master 2. 

Q) Mientras la camara esta conectada al 
ordenador, las funciones de toma estan 
inhabilitadas. 

Q) La conexion de la camara a un ordenador a 
traves de un concentrador USB puede crear 
problemas de funcionamiento. 

Q) Cuando [MTP] esta ajustado para el 

submenu que aparece al presionar ► tras 
seleccionar [PC] en el Paso 3, las imagenes 
no pueden transferirse a un ordenador por 
medio de OLYMPUS Master 2. 

Inicio de OLYMPUS Master 2 



1 Haga doble die en el icono de 
OLYMPUS Master 2 -*» . 

Windows 

^ Aparece en el escritorio. 
Macintosh 

fl Aparece en la carpeta de 
OLYMPUS Master 2. 

• La ventana de exploracion aparece despues 
de iniciar el software. 

Q) Cuando inicie por primera vez el programa 
OLYMPUS Master 2 tras la instalacion, 
aparecera la pantalla "Valores por defecto" 
y "Registro". Siga las instrucciones en 
pantalla. 
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Manejo de OLYMPUS Master 2 



Cuando se inicia OLYMPUS Master 2, 
aparecera en pantalla la Guia de inicio 
rapido que le ayudara a manejar la camara 
sin ninguna duda. Si la Gufa de inicio rapido 
no aparece, haga die en J£, en la barra de 
herramientas para mostrar la Guia. 



Para obtener mas detalles sobre el manejo, 
consulte la guia de ayuda del software. 



Transferencia y 
almacenamiento de imageries 
sin usar OLYMPUS Master 2 

Esta camara es compatible con la Clase de 
Almacenamiento Masivo USB. Puede transferir 
y guardar los datos de imagenes en su 
ordenador mientras la camara y el ordenador 
estan conectados. 



Requisitos del sistema 

Windows : Windows 2000 Professional/ 
XP Home Edition/ 
XP Professional/Vista 

Macintosh : Mac OS X v10. 3 o superior 

(7) En un ordenador con Windows Vista, si se 
ajusta [MTP] en el submenu que aparece 
al presionar ► tras seleccionar [PC] en el 
Paso 3 de "Conexion de la camara a un 
ordenador" (p. 42), se podra acceder a 
Windows Photo Gallery. 

Q) Aunque un ordenador disponga de puertos 
USB, el funcionamiento correcto no esta 
garantizado en los casos siguientes. 

• Ordenadores con puertos USB instalados 
mediante una tarjeta de expansion etc. 

• Ordenadores sin un SO instalado de fabrica y 
ordenadores de fabricacion casera. 



A, 



pendice 



Uso de un Adaptador microSD PRECAUCIONES DE SECURIDAD 



Q) No use el Adaptador con camaras digitales 
Olympus que no sean compatibles con este 
Adaptador microSD, ni con otras marcas de 
camaras digitales, ordenadores, impresoras 
y otros dispositivos compatibles con la 
tarjeta xD-Picture Card. De lo contrario, 
no solo pueden danarse las fotografi'as 
tomadas, sino que tambien puede averiarse 
el dispositivo. 

(£) Si no puede extraer la tarjeta microSD no 
use la fuerza. Pongase en contacto con 
los distribuidores o centros de asistencia 
autorizados. 

Tarjetas compatibles con esta camara 

Tarjeta microSD/tarjeta microSDHC 

(£) Para obtener una lista de tarjetas microSD 
comprobadas, visite nuestro sitio web 
(http://www.olympus.com/). 

Envio de imageries 

Se pueden enviar imageries a un ordenador 
o impresora mediante el cable USB 
suministrado con la camara. 
Para enviar datos a otros dispositivos, 
quite el Adaptador de la camara y use un 
adaptador de tarjetas microSD disponible en 
el mercado. 

Precauciones de manipulacion 

No toque el area de contacto del Adaptador 
o de la tarjeta microSD. De lo contrario se 
podrian producir fallos en la lectura de las 
imagenes. Si aparecen huellas dactilares 
o manchas en el area de contacto, limpiela 
con un pano suave y seco. 



PRECAUCION 



RIESG0 DE DESCARGAS 
ELECTRICAS 
NO ABRIR 



A 



PRECAUCION: PARA REDUCIR EL RIESGO DE DESCARGAS 
ELECTRICAS, NO RETIRE LACUBIERTA (0 PARTE 
TRASERA). EN EL INTERIOR NO HAY PIEZAS QUE EL 

USUARI0 PUEDA REPARAR. 
REMITA LA REPARACION A PERSONAL DE SERVICIO 
ESPECIALIZADO OLYMPUS. 



A 

A 
A 
A 



El signo de admiration dentro de un 
triangulo equilatero tiene como finalidad 
alertar al usuario de la existencia de 
importantes instrucciones de operation 
y mantenimiento en la documentation 
suministrada con el producto. 
Si el producto es utilizado sin observar 
la information representada bajo este 
simbolo, podria causar serias lesiones 
o muerte. 

Si el producto es utilizado sin observar 
la informacidn representada bajo este 
simbolo, podria causar serias lesiones 
o muerte. 

Si el producto es utilizado sin observar 
la informacidn representada bajo este 
simbolo, podria causar lesiones personalei 
menores, darios al equipo, o perdida de 
datos importantes. 



jADVERTENCIA! 

PARA EVITAR EL RIESGO DE INCENDIO 0 DESCARGAS 
ELECTRICAS, NUNCA DESMONTE NI EXPONGA ESTE 
PRODUCTO AL AGUA NI LO UTILICE EN UN ENTORNO 
MUY HUMEDO. 



Precauciones Generales 

Lea todas las instrucciones — Antes de utilizar 
este producto, lea todas las instrucciones 
operativas. Guarde todos los manuales y la 
documentacion para futuras consultas. 

Limpieza — Siempre desenchufe el producto de 
la toma de corriente antes de limpiarlo. Para la 
limpieza use solo un pano humedo. Nunca use 
limpiadores h'quidos o aerosoles, ni solventes 
organicos de ningun tipo para limpiar este 
producto. 

Accesorios — Para su seguridad y evitar danos 
al producto, utilice unicamente los accesorios 
recomendados por Olympus. 

Agua y humedad — En las precauciones de los 
productos disenados a prueba de la intemperie, 
consulte las secciones de resistencia a la 
intemperie en sus respectivos manuales. 
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Ubicacion — Para evitarle danos al producto, 
monte el producto sobre un tn'pode, caballete o 
soporte estable. 

Fuentes de alimentacion — Conecte este producto 
unicamente con la fuente de alimentacion 
descrita en la etiqueta del producto. 

Rayos — Si se produce una tormenta electrica 
mientras esta utilizando el adaptadorde CA, 
retirelo de la toma de corriente inmediatamente. 

Objetos extra hos — Para evitar danos personales, 
nunca inserte objetos de metal en el producto. 

Calentadores — Nunca utilice ni guarde este 
producto cerca de fuentes de calor, tales como 
radiadores, rejillas de calefaccion, estufas o 
cualquier tipo de equipo o aparato generador de 
calor, incluyendo amplificadores estereo. 

Manejo de la camara 

A ADVERTENCIA 

• No utilice la camara cerca de gases 
inflamables o explosivos. 

• No utilice el flash ni el LED a corta distancia de 
las personas (bebes, ninos pequenos, etc.). 

• Cuando dispare el flash, debera mantener, por 
lo menos, una distancia de 1 m de la cara de 
los sujetos. El disparo demasiado cercano de 
los ojos del sujeto podra causarle la perdida de 
vision momentanea. 

• Mantenga a los ninos alejados de la camara. 

• Utilice y guarde siempre la camara fuera 
del alcance de los ninos, para prevenir las 
siguientes situaciones de peligro que podn'an 
causarles serias lesiones: 

• Enredarse con la correa de la camara, 
ocasionando asfixia. 

• Ingerir accidentalmente una pila, tarjetas, u 
otras piezas pequehas. 

• Disparar el flash accidentalmente hacia sus 
propios ojos o hacia los ojos de otro niho. 

• Lesionarse accidentalmente con las piezas 
moviles de la camara. 

• No mire al sol ni a luces fuertes a traves de la 
camara. 

• No utilice ni guarde la camara en lugares 
polvorientos o humedos. 

• No cubra el flash con la mano mientras efectua 
el disparo. 

• No introduzca nada que sea distinto de la 
tarjeta microSD al Adaptador de microSD. 

Este Adaptador es exclusivo solamente para 
su uso con tarjetas microSD. No se pueden 
instalar otros tipos de tarjetas. 



• No inserte en la camara otra cosa que 
no sea una tarjeta xD-Picture Card o el 
Adaptador microSD. 

Si introduce una tarjeta por error, como 
una tarjeta microSD, no utilice la fuerza. 
Pongase en contacto con centros autorizados 
de distribucion/reparacion. Los danos 
como los aranazos en el Adaptador o en la 
tarjeta pueden provocar calentamientos o 
explosiones. 

A PRECAUTION 

• Interrumpa inmediatamente el uso de la 
camara si percibe algiin olor, ruido o humo 
extra ho alrededor de la misma. 

• Nunca retire las pilas con las manos 
descubiertas, ya que podn'a causar un incendio 
o quemarle las manos. 

• Nunca sujete ni utilice la camara con las 
manos mojadas. 

• No deje la camara en lugares donde pueda 
estar sujeta a temperaturas extremadamente 
altas. 

• Si lo hace puede provocar el deterioro de las 
piezas y, en algunas circunstancias, provocar 
que se prenda fuego. No utilice el cargador 

o el adaptador CAsi esta cubierto (por 
ejemplo con una manta). Esto podria causar 
recalentamiento, resultando en incendio. 

• Manipule la camara con cuidado para evitar 
una quemadura de leve. 

• Ya que la camara contiene partes metalicas, 
el recalentamiento puede resultar en una 
quemadura de baja temperatura. Preste 
atencion a lo siguiente: 

• Cuando la utilice durante un largo pen'odo, 
la camara se recalentara. Si mantiene a la 
camara en este estado, podn'a causar una 
quemadura de baja temperatura. 

• En lugares sujetos a temperaturas 
extremadamente bajas, la temperatura de la 
carcasa de la camara puede ser mas baja 
que la temperatura ambiente. Si es posible, 
pongase guantes cuando manipule la camara 
en temperaturas bajas. 

• Tenga cuidado con la correa. 

• Tenga cuidado con la correa cuando transporte 
la camara. Podn'a engancharse en objetos 
sueltos y provocar danos graves. 
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Precauciones acerca del uso de fa 
bate n a 

Siga estas importantes indicaciones 
para evitar que se produzcan fugas, 
recalentamientos, incendios o explosion de 
la bateria, o que cause descargas electricas 
o quemaduras. 

A PELIGRO 

• La camara utiliza una baten'a de iones de litio 
especificada por Olympus. Cargue la baten'a 
con el cargador especificado. No utilice otros 
cargadores. 

• Nunca caliente ni incinere las baterias. 

• Tome precauciones al transporter o guardar las 
baterias a fin de evitar que entren en contacto con 
objetos metalicos, tales como alhajas, horquillas, 
cierres, etc. 

• Nunca guarde las baterias en lugares donde 
queden expuestas a la luz solar directa o sujetas 
a altas temperaturas en el interior de un vehiculo 
con calefaccion, cerca de fuentes de calor, etc. 

• Para evitar que ocurran fugas de h'quido de 
las baterias o danos de sus terminales, siga 
cuidadosamente todas las instrucciones 
respectivas al uso de las baterias. Nunca intente 
desarmar una pila ni modificarla de ninguna 
manera, realizar soldaduras, etc. 

• Si el fluido de la baten'a penetrara en sus ojos, 
lavelos de inmediato con agua corriente fresca y 
limpia, y solicite atencion medica inmediatamente. 

• Siempre guarde las baterias fuera del alcance 
de los ninos menores. Si un nino ingiere una 
bateria accidentalmente, solicite atencion medica 
inmediatamente. 

A ADVERTENCIA 

• Conserve la baten'a siempre seca. 

• Para evitar que ocurran fugas de h'quido, 
recalentamiento de la bateria, o que cause 
incendio o explosion, utilice unicamente la bateria 
recomendada para el uso con este producto. 

• Inserte la pila cuidadosamente, tal como se 
describe en el manual de instrucciones. 

• Si las baterias recargables no nan sido recargadas 
dentro del tiempo especificado, interrumpa la 
carga y no las utilice. 

• No utilice una baten'a si esta rajada o quebrada. 

• Si se producen fugas de h'quido, decoloracion 
o deformacion de la baten'a, o cualquier otra 
anormalidad durante la operacion, interrumpa el 
uso de la camara. 

• Si el fluido de la pila entrara en contacto con 
su ropa o con su piel, qui'tese la ropa y lave de 
inmediato la parte afectada con agua corriente 
fresca y limpia. Si el fluido quemara su piel, solicite 
atencion medica inmediatamente. 

• Nunca exponga la baten'a a fuertes impactos ni a 
vibraciones continuas. 



A PRECAUTION 

• Antes de colocarla, siempre inspeccione la bateria 
atentamente para verificar si no se producen fugas 
de h'quido, decoloracion, deformacion o cualquier 
otra anomah'a. 

• Las baten'as pueden recalentarse durante el uso 
prolongado. Para evitar quemaduras menores, 
no la retire inmediatamente despues de utilizar 
la camara. 

• Siempre retire la bateria de la camara antes de 
guardar la camara por un largo tiempo. 

Precaution sobre el ambiente de uso 

• Para proteger la tecnologia de alta precision 
contenida en este producto, nunca deje la camara 
en los lugares listados abajo, durante su uso o 
almacenamiento: 

• Lugares donde la temperatura y/o humedad 
sea(n) alta(s) o sufra(n) cambios extremos. 
Luz solar directa, playas, vehiculos cerrados, o 
cerca de fuentes de calor (estufas, radiadores, 
etc.) o humidificadores. 

• En ambientes arenosos o polvorientos. 

• Cerca de productos inflamables o explosivos. 

• En lugares humedos, tales como cuartos de 
baho o bajo la lluvia. Cuando utilice productos 
disehados a prueba de la intemperie, lea 
tambien sus manuales. 

• En lugares propensos a fuertes vibraciones. 

• Evite que entre agua o arena mientras utiliza la 
camara en la playa o en lugares arenosos, ya que 
puede conllevar danos y fallos de funcionamiento. 

• Jamas deje caer la camara ni la someta a fuertes 
impactos o vibraciones. 

• Cuando la camara esta montada en un tripode, 
ajuste la posicidn de la camara con la cabeza del 
tripode. No gire la camara. 

• No toque las partes electricas de contacto de la 
camara. 

• No deje la camara apuntada directamente al sol. 
Esto puede causar danos en el objetivo o en la 
cortina del obturador, fallos en el color, aparicion 
de imagenes fantasma en el CCD o puede causar 
un posible incendio. 

• No presione ni tire del objetivo forzadamente. 

• Antes de guardar la camara por un largo tiempo, 
retire la bateria. Seleccione un lugar fresco y seco 
para guardarla a fin de evitar la condensacion o 
formacidn de moho en el interior de la camara. 
Despues de un tiempo de almacenamiento, 
pruebe la camara, encendiendola y presionando 
el boton disparador, para asegurarse de que esta 
funcionando normalmente. 

• Observe siempre las restricciones del ambiente 
de funcionamiento descritas en el manual de la 
camara. 
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Precauciones al manipufar la bateria 

Esta camara utiliza una bateria de iones de litio 
especificada por Olympus. No utilice ningun otro 
tipo de bateria. 

Si los terminales de la baten'a se humedecen o 
engrasan, los contactos de la camara pueden 
resultar en fallos. Limpie bien la baten'a con un 
pano seco antes de usarlo. 
Cargue siempre la baten'a antes de usarla por 
primera vez, o si no se ha utilizado la baten'a 
durante un pen'odo largo. 
Cuando opere la camara con la baten'a en bajas 
temperaturas, trate de mantener la camara y la 
bateria de repuesto tan tibias como sea posible. 
La baten'a utilizada en temperaturas bajas puede 
ser recuperada despues de ser climatizada en 
temperatura ambiente. 

El numero de fotograffas que se puede tomar 
puede variar dependiendo de las condiciones de 
la toma o de la bateria. 

Antes de salir a un largo viaje, y especialmente 
si viaja al extranjero, adquiera baterias extras. 
Una baten'a recomendada puede ser dificil de 
conseguir durante el viaje. 
Si'rvase reciclar las baterias para ayudar a 
conservar los recursos del planeta. Cuando 
deseche las baterias en desuso, asegurese de 
cubrir los terminales y siempre tenga en cuenta 
las regulaciones y leyes locales. 



Monitor LCD 

No ejerza demasiada presion sobre el monitor 

puesto que de lo contrario, la imagen puede 

aparecer difusa y ocasionar un fallo del modo de 

reproduccion o dahar el monitor. 

Un rayo de luz puede aparecer en la parte 

superior/inferior del monitor, pero esto no es un 

fallo. 

Cuando se visualiza un objeto diagonalmente en 
la camara, los bordes pueden aparecer en zigzag 
en el monitor. Esto no es un fallo; y sera menos 
notorio en el modo de reproduccion. 
En lugares sujetos a bajas temperaturas, 
el monitor LCD puede tardar mas tiempo 
en encenderse o su color puede cambiar 
temporalmente. Cuando use la camara en lugares 
extremadamente fn'os, sen'a una buena idea 
colocarla ocasionalmente en lugares calidos. La 
iluminacion deficiente del monitor LCD debido a 
temperaturas bajas se recuperara en temperaturas 
normales. 

La pantalla de cristal li'quido (LCD) utilizada 
para el monitor esta hecha con tecnologia de 
alta precision. Sin embargo, pueden aparecer 
constantemente puntos de luz negros o brillantes 
en el monitor LCD. Debido a sus caracteristicas o 
al angulo en el cual esta visualizando el monitor, el 
punto puede no ser uniforme en color y brillo. Esto 
no es una anomalia. 



Avisos legales y otros 

Olympus no asume la responsabilidad ni ofrece 
garantias con respecto a cualquier dano o 
beneficio que pudiera surgir del uso legal de 
esta unidad o cualquier peticidn de una tercera 
persona, que sea causada por el uso inapropiado 
de este producto. 

Olympus no asume la responsabilidad ni ofrece 
garantias con respecto a cualquier dano o 
beneficio que pudiera surgir del uso legal de esta 
unidad, que sea causado por el borrado de datos 
de imagenes. 



ES 69 



Descargo de responsabilidad de 
garantias 

• Olympus no asume la responsabilidad ni ofrece 
garantias, escritas o implicitas, con respecto 

al contenido de este material escrito o del 
software, ni tampoco en ningun caso asumira la 
responsabilidad por ninguna garantia implicada 
en la comercializacidn o conveniencia para algun 
proposito particular, o algun perjuicio consecuente, 
fortuito o indirecto (que incluye, pero no se 
restringe a los perjuicios causados por perdida de 
beneficios comerciales, interrupciones comerciales 
y perdidas de informaciones comerciales) que 
pudiera surgir del empleo o incapacidad de 
uso de este material escrito, del software o del 
equipo. Algunos pai'ses no permiten la exclusion 
o limitacidn de responsabilidad por perjuicios 
consecuentes o fortuitos, de manera que las 
limitaciones anteriormente mencionadas puedan 
no ser aplicables a Ud. 

• Olympus se reserva todos los derechos de este 
manual. 

Advertencia 

El fotografiado no autorizado o el uso de 
material protegido por los derechos de 
autor puede violar las leyes aplicables de 
los derechos de autor. Olympus no asume 
ninguna responsabilidad por el fotografiado 
no autorizado, por el uso, u otros actos que 
violen los derechos de los propietarios de tales 
derechos de autor. 

Aviso sobre la proteccion de los 
derechos de autor 

Todos los derechos son reservados. Ninguna 
parte de este material escrito o del software 
podra ser reproducida o utilizada de ninguna 
forma ni bajo ningun medio, electronico 
o mecanico, incluyendo el fotocopiado y 
la grabacion o el uso de cualquier tipo de 
sistema de almacenamiento y recuperacion 
de informacion sin la autorizacion previa y por 
escrito de Olympus. No se asume ninguna 
responsabilidad con respecto al uso de la 
informacion contenida en este material escrito 
o en el software, ni por perjuicios resultantes 
del uso de la informacion en estos contenida. 
Olympus se reserva el derecho de modificar 
las caracten'sticas y el contenido de esta 
publicacion o del software sin aviso previo ni 
obligation alguna. 





Para los clientes de Europa 

;a "CE" indica que este producto cumple 
i los requisitos europeos sobre proteccion al 
consumidor, seguridad, saiud y proteccion del 
medio ambiente. Las camaras con la marca "CE" 
estan destinadas a la venta en Europa. 

Este simbolo [un contenedor de basura tachado 
con una X en el Anexo IV de WEEE] indica que 
la recogida de basura de equipos electricos y 
electronicos debera tratarse por separado en los 
pai'ses de la Union Europea. 
No tire este equipo a la basura domestica. 
Para el desecho de este tipo de equipos utilice 
los sistemas de devolucidn al vendedor y de 
recogida que se encuentren disponibles. 

Este sfmbolo [Directive 2006/66/EC Anexo 
II sobre contenedores] indica que se deben 
separar las pilas usadas en los pafses de la UE. 
Por favor no tire las pilas en la basura normal. 
Por favor utilice los sistemas de reciclaje que 
existan en su pais para tirar las pilas. 

Precaucion con el uso de la bateria 
recargable y cargador de bateria 

Se recomienda enfaticamente usar solamente 
la bateria recargable y cargador de bateria 
especificados, que se disponen con esta camara 
como accesorios originales Olympus. 
El uso de una bateria recargable y/o cargador de 
bateria que no sean originales, puede resultar 
en incendios o lesiones personales, debido a 
la fuga de fluido, calentamiento, encendido o 
danos a la bateria. Olympus no asume ninguna 
responsabilidad por accidentes y danos debido al 
uso de una bateria o cargador de bateria que no 
sean accesorios originales Olympus. 

Condiciones de la garantia 

1 Si este producto sufre algun defecto, a pesar de 
haber sido usado apropiadamente (de acuerdo 
con las instrucciones de las Precauciones de 
Seguridad suministradas con el mismo), durante 
un periodo de dos anos desde la fecha de la 
compra a un distribuidor Olympus autorizado, que 
se halle dentro del area comercial de Olympus 
Imaging Europa GmbH como figura en el sitio 
web: http://www.olympus.com sera reparado, o a 
opcion de Olympus reemplazado, libre de cargos. 
Para reclamar bajo esta garantia el cliente 
debera entregar el producto y este Certificado de 
Garantia antes de finalizar el pen'odo de garantia 
de dos anos, al distribuidor donde fue comprado 
el producto o a cualquier Centro de Servicio 
Olympus, dentro del area comercial de Olympus 
Imaging Europa GmbH como figura en la pagina 
web: http://www.olympus.com. Durante un 
periodo de un aho de la Garantia Internacional el 
cliente puede presentar el producto a cualquier 
Centro de Servicio Olympus. Tenga en cuenta 
que no en todos los pai'ses existe un Centro de 
Servicio Olympus. 
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El coste del transports del producto al 
establecimiento vendedor o servicio tecnico 
autorizado correra a cuenta del comprador. 
Por otra parte, incluso dentro del pen'odo de 
garanti'a, el comprador debera pagar los gastos 
de reparacion en los siguientes casos: 

a. Cualquier defecto que se produzca debido 
al uso indebido (tal como una operacion 
no mencionada en las Precauciones de 
Seguridad). 

b. Cualquier defecto que se produzca debido 
a una reparacion, modificacion, limpieza 
por otros que no sean los servicios tecnicos 
Olympus. 

c. Cualquier defecto o dano debido a un 
transports no adecuado, a golpes, etc. 
despues de la compra del producto. 

d. Cualquier defecto o dano que se produzca 
por incendios, terremotos, inundaciones, 
tempestades u otros desastres naturales, 
contaminacion ambiental y fuentes irregulares 
de tension. 

e. Cualquier defecto que se produzca por 
descuido o almacenamiento inadecuado 
(tal como guardar el producto en lugares 
con alta temperatura y humedad, cerca de 
insecticidas, tales como naftalina, o productos 
quimicos nocivos, y otros), mantenimiento 
inadecuado, etc. 

f. Cualquier dano que se produzca debido a 
pilas gastadas, etc. 

g. Danos producidos por penetrar arena, barro, 
etc. en el producto. 

h. Cuando el producto no vaya acompanado de 
este Certificado de Garantia. 

i. Cuando el Certificado de Garanti'a presente la 
menor alteracion relativa al ano, mes y fecha 
de la compra, el nombre del cliente, el nombre 
del distribuidor o el numero de serie. 

j. Cuando el justificante de compra no sea 
presentado con este certificado de garantia. 



4 Esta garantia cubre solo el propio producto: 
otros accesorios y equipo, tal como el estuche, la 
correa, la tapa del objetivo, las pilas, etc. no son 
cubiertos por la misma. 

5 La responsabilidad de Olympus bajo esta 
garantia queda limitada unicamente a la 
reparacion y reemplazo del producto. Cualquier 
responsabilidad por perdida o dano indirectos o 
consecuentes de cualquier tipo que sea incurrido 
o sufrido por el cliente debido a un defecto del 
producto, y en particular cualquier perdida o dano 
ocasionado a cualquier objetivo, video u otro 
equipo o accesorio usado con este producto, o 
ante cualquier perdida resultante de un retraso 
en la reparacion o perdida de datos, queda 
excluida explicitamente. Ello no afecta a las 
disposiciones fijadas por la ley. 

Notas relativas a las condiciones de 
la garantia 

1 Esta garantia solamente sera valida si el 
Certificado de Garanti'a ha sido rellenado 
debidamente por Olympus o un distribuidor 
autorizado o exista cualquier otro documento 
que contenga una prueba suficiente. Por lo 
tanto, asegurese de que su nombre, el nombre 
del distribuidor, el numero de serie y el ano, 
mes y fecha de la compra, se encuentren 
todos completos y se adjunte la factura de 
compra/venta original (indicando el nombre 
del distribuidor, la fecha de compra y tipo 

de producto) al Certificado de Garanti'a. 
Olympus se reserva el derecho de rechazar un 
servicio gratuito si el Certificado de Garantia 
es incompleto o ilegible y si no se adjunta el 
documento anteriormente citado o sus datos son 
incompletes o ilegibles. 

2 En caso de perdida de la garanti'a original, esta 
no sera sustituida por otra. Rogamos pues la 
guarde en un lugar seguro. 

* Para obtener informacion sobre la red 
internacional de servicio tecnico Olympus, 
consulte el sitio web http://www.olympus.com. 



Marcas comerciales 

IBM es una marca registrada de International 
Business Machines Corporation. 
Microsoft y Windows son marcas registradas de 
Microsoft Corporation. 

Macintosh es una marca comercial de Apple Inc. 
xD-Picture Card™ es una marca comercial. 
microSD es una marca registrada de la asociacion SD. 
Todos los demas nombres de compani'as y 
productos son marcas registradas y/o marcas 
comerciales de sus respectivos propietarios. 
Las normas para sistemas de archivos de camara 
referidas en este manual son las "Normas de 
Diseno para Sistema de Archivos de Camara/ 
DCF" estipuladas por la Asociacion de Industrias 
Electrdnicas y de Tecnologia de Informacion de 
Japon (JEITA). 
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ESPECIFICACIONES 




Camara 


Tipo de producto 


Camara digital (para fotografia y reproduccion) 


Sistema de grabacion 


Fotografias 


Grabacion digital, JPEG (segun las Normas de diseno para sistema de 
archivos de camara (DCF)) 


Estandares aplicables 


Exif 2.2, Formato de reserva de impresion digital (DPOF), PRINT Image 
Matching III, PictBridge 


Sonido con fotografias 


Formato WAVE 


Video 


AVI Motion JPEG 


Memoria 


Memoria interna Tarjeta 

xD-Picture Card (16 MB a 2 GB) (TypeH/M/M+, Standard) 

Tarjeta microSD/tarjeta microSDHC (si se utiliza el Adaptador microSD 

suministrado) 


Num. de pixeles efectivos 


10.000.000 pixeles 


Dispositivo de captura de imagen 


CCD de 1/2,3" (filtro de colores primarios), 10.340.000 pixeles (brutos) 


Objetivo 


Objetivo Olympus de 6,7 a 20,1 mm, f3,5 a 5,0 
(equivalente a 38 a 114 mm en una camara de 35 mm) 


Sistema fotometrico 


Medicion ESP digital, sistema de medicion por puntos 


Velocidad de obturacion 


1/2 a 1/1000 seg. 


Alcance de fotografia 


0,5 m a co (W/T) (normal) 

0,2 m a oo (W), 0,3 m a co (T) (modo macro) 

0,07 m a 0,5 m (solo W) (modo super macro) 


Monitor 


Pantalla LCD TFT en color de 2,7", 230.000 puntos 


Conector 


Multiconector (jack DC-IN, conector USB, toma A/V OUT) 


Sistema de calendario 
automatico 


2000 hasta 2099 


Entorno de funcionamiento 


Temperatura 


0°C a 40°C (funcionamiento)/ -20°C a 60 C C (almacenamiento) 


Humedad 


30% a 90% (funcionamiento) /10% a 90% (almacenamiento) 


Fuente de alimentacion 


Una bateria de iones de litio Olympus (LI-42B/LI-40B) o un adaptador 
de CA Olympus 


Dimensiones 


89,0 mm (anchura) x 55,5 mm (altura) x 20,3 mm (profundidad) (sin 
incluir los salientes) 


Peso 


108 g (sin la bateria ni la tarjeta) 
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Bateria de iones de litio (LI-42B) 



Tipo de producto 


Bateria recargable de iones de litio 


Voltaje estandar 


CC 3,7 V 


Capacidad estandar 


740 mAh 


Duracion de la bateria 


Aprox. 300 recargas completas (varfa segun el uso) 


Entorno de 
funcionamiento 


Temperatura 


0°C a 40°C (durante la carga) / 
-10°C a 60°C (funcionamiento) / 
-20°C a 35°C (almacenamiento) 


Dimensiones 


31,5 x 39,5 x 6 mm 


Peso 


Aprox. 1 5 g 


Cargador de bateria (LI-40C) 


Alimentacion 


CA de 1 00 a 240 V (50 a 60 Hz) 
3,2 VA (1 00 V) a 5,0 VA (240 V) 


Salida 


CC 4,2 V, 200 mA 


Tiempo de carga 


Aprox. 5 horas 


Entorno de 
funcionamiento 


Temperatura 


0°C a 40°C (funcionamiento) / 
-20°C a 60 C C (almacenamiento) 


Dimensiones 


62 x 23 * 90 mm 


Peso 


Aprox. 65 g 


Adaptador microSD 


Tipo de producto 


: Adaptador para microSD 


Entorno de funcionamiento 


Temperatura 


: -10° C a 40° C (funcionamiento) / -20° C a 65° C (almacenamiento) 


Humedad 


: 95% y menos (funcionamiento) / 85% y menos (almacenamiento) 


Dimensiones 


: 25,0 mm (anchura) * 20,3 mm (altura) x 1,7 mm (prof.) (Asa: 2,2 mm) 


Peso 


: Aprox. 0,9 g 



El diseno y las especificaciones estan sujetas a cambios sin previo aviso. 
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• Wir bedanken uns fur den Kauf einer Olympus 
Digitalkamera. Bitte lesen Sie diese Anleitung vor 
Gebrauch Ihrer neuen Kamera sorgfaltig durch, 
urn eine einwandfreie Handhabung und lange 
Nutzungsdauer zu gewahrleisten. Bewahren Sie 
diese Anleitung bitte an einem sicheren Ort auf. 

• Wirempfehlen Ihnen, vor wichtigen Aufnahmen 
Probeaufnahmen zu erstellen, damit Sie sich mit der 
Bedienung und den Funktionen der Kamera vertraut 
machen kdnnen. 



J 

• Olympus behalt sich im Sinne einer standigen 
Produktverbesserung das Recht vor, die in diesem 
Handbuch enthaltenen Informationen jederzeit zu 
aktualisieren oder zu verandern. 

• Die Bildschirm- und Kameraabbildungen 
in diesem Handbuch wurden wahrend des 
Herstellungsprozesses erstellt, und konnen vom 
aktuellen Produkt abweichen. 



Die Nummern der Bezugsseiten beziehen sich auf die Bedienungsanleitung (auf der mitgelieferten CD-ROM 
enthalten). Bitte schlagen Sie in der Bedienungsanleitung der CD-ROM nach. 
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forbereiten der Kamera 



Uberprufen des 
Verpackungsinhalts 




Digitalkamera 





Lithium-lonen-Akku 
LI-42B 



Ladegerat LI-40C 





OLYMPUS Master 2 
CD-ROM 



microSD-Adapter 



Weiteres nicht gezeigtes Zubehdr: 
Bedienungsanleitung, Garantiekarte 
Der Verpackungsinhalt richtet sich nach der Region, in 
der Sie Ihre Kamera gekauft haben. 



Anbringen des Trageriemens 




Laden des Akkus 

Lithium-lonen-Akku 



Ladegerat 




Netzsteckdose 



Ladezustandsanzeige 
Leuchtet: Ladevorgang 
findet statt 

Aus: Ladevorgang ist 
abgeschlossen 



(7) Beim Kauf der Kamera ist der Akku nur 
teilweise geladen. Bitte laden Sie den Akku 
vor der ersten Benutzung (ca. 5 Stunden). 

Q) Einzelheiten zu Akku und Ladegerat finden 
Sie im Abschnitt „Akku und Ladegerat" 
(S. 48). 

Zeitpunkt zum Laden des Akkus 

Wenn die nachstehend abgebildete 
Fehlermeldung auf dem Bildschirm 
erscheint, muss der Akku geladen werden. 

Blinkt rot 



BATTERIE LEER 



LCD-Monitor oben 
rechts 



Fehlermeldung 



Ziehen Sie den Trageriemen test, damit er 
sich nicht losen kann. 
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Einsetzen des Akkus und einer 
xD-Picture Card™ (separat 
erhaltlich) in die Kamera 

/ Legen Sie lediglich eine xD-Picture Card 
oder einen microSD-Adapter in die Kamera 
ein. 




Akku-/ 

Kartenfachdeckel 




Q) Halten Sie die Karte senkrecht, und 

schieben Sie sie gerade in den Steckplatz, 
bis sie horbar einrastet. 

Q) Vermeiden Sie eine Beruhrung des 
Kontaktbereichs. 





o e 






0= o 






o| 0 






0° 0 




r' 


O O ▼ 0 


ri 






Q) Wenn keine xD-Picture Card (separat 

erhaltlich) eingesetzt ist, werden die mit der 
Kamera aufgenommenen Bilder im internen 
Speicher aufgezeichnet. „Verwendung 
einer xD-Picture Card" (S. 49) 



Akkuverriegelung 

(2) Legen Sie den Akku mit dem T-Ende 
zuerst ein. Das Symbol © muss zur 
Akkuverriegelung zeigen. Wenn der Akku 
nicht richtig eingesetzt ist, funktioniert die 
Kamera nicht. 

(£) Schieben Sie die Akkuverriegelung in 
Pfeilrichtung, wahrend Sie den Akku 
einsetzen. 

/ Zum Entfernen des Akkus schieben Sie 
die Akkuverriegelung in Pfeilrichtung, und 
Ziehen Sie den Akku aus dem Fach. 



„Anzahl der speicherbaren Einzelbilder 
und Aufnahmelange von Filmen im 
internen Speicher oder auf der xD- 
Picture Card" (S. 50) 



Entfernen der xD-Picture Card 




Q) Drucken Sie die Karte hinein, bis ein 
Klickgerausch horbar ist und die Karte 
etwas herauskommt. Fassen Sie dann die 
Karte an, und Ziehen Sie sie heraus. 
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Verwendung einer microSD 
card/microSDHC card (separat 
erhaltlich) 

Nach Einsetzen in einen microSD-Adapter 
konnen microSD cards/microSDHC cards (im 
Folgenden microSD cards genannt) ebenfalls mit 
dieser Kamera verwendet werden. 

/ „Verwendung des microSD-Adapter" 
(S. 51) 

1 Setzen Sie die microSD card in den 
Adapter ein. 



Schieben Sie die 
Karte bis zum 
Anschlag in den 
Adapter. 



2 Setzen Sie den microSD-Adapter in 
den Kartensteckplatz ein. 





Entfernen der microSD card 




Ziehen Sie die Karte gerade heraus. 

Vermeiden Sie eine Beruhrung des 
Kontaktbereichs des microSD-Adapters und 
der microSD card. 



Einstellen von Datum und Uhrzeit 

Nachdem Sie die in diesem Abschnitt 
beschriebene Einstellung der Uhr vorgenommen 
haben, werden das Datum und die Uhrzeit 
gemeinsam mit Dateinamen, Datumsausdruck- 
und anderen Daten abgespeichert. 

1 Schieben Sie den Objektivschutz nach 
unten, um die Kamera einzuschalten. 

• Wenn die Uhr noch nicht eingestellt wurde, erscheint 
daraufhin der Einstellbildschirm fur Datum und Uhrzeit. 





J 


HI T ZEIT 






EH 


- - — :— j/m/t 






ZURUCK»BS 



Bildschirm fur Einstellung von Datum und Uhrzeit 

2 Betatigen Sie ▲ T zur Wahl des 
Jahres unter [J]. 




J M T ZEIT 



ZURUCK»H 



3 Drucken Sie die — -Taste, um die unter [J] 
eingegebene Einstellung zu speichern. 




J M T ZEIT 
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4 Betatigen Sie 1TO und die H- 

Taste auf gleiche Weise wie in Schritt 2 
und 3, urn den Monat [M], den Tag [T], 
und die Uhrzeit [ZEIT (in Stunden und 
Minuten)] einzustellen. 

(£) Zur genauen Einstellung der Uhrzeit drucken Sie die 
1]-Taste, wenn das Zeitsignal 00 Sekunden anzeigt. 

^) Datum und Uhrzeit kdnnen Sie in folgendem 
Menu einstellen: [® (Datum/Zeit)] (S. 35) 

Uberprufen von Datum und Uhrzeit 

Drucken Sie die DISP. -Taste bei 
ausgeschalteter Kamera. Daraufhin werden 
das aktuelle Datum sowie die Uhrzeit ca. 3 
Sekunden lang angezeigt. 

Andern der Anzeigesprache 

Sie kdnnen die Sprache wahlen, in der die 
Menus und Fehlermeldungen auf dem LCD- 
Monitor angezeigt werden. 

"1 Drucken Sie die MENU-Taste und 
anschlieliend A ▼ A ► , urn 
[Yl EINRICHTEN] zu wahlen. 




3 Betatigen Sie ▲ T zur Wahl von 
[©-£=)], und drucken Sie dann die 
X] -Taste. 




»J3 



ENGLISH B$H 

FRANCAIS S^CH 

ESPANOL ggagtf) 
ITALIANO in: 



ZURijCK»H3 



EINST.-IOK] 



4 Betatigen Sie A T 4 ► zur Wahl 
der gewunschten Sprache, und 
drucken Sie dann die T]-Taste. 

5 Drucken Sie die MENU-Taste. 



2 Drucken Sie die 2|-Taste. 




EINRICHTEN 


c 


FORMATIEREN 








tJM 1 DEUTSCH | 




OAS 


NEIN 




SPEICH.EINST. 


NEIN 


ZURiiCK'BS 


EINST.<IQKI 
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Aufnahme, Wiedergabe und Loschen 
von Bildern 



Aufnehmen mit den 
optimalen Einstellungen 
von Blendenwert und 
Verschlusszeit (P-Modus) 

In diesem Modus wird die Programmautomatik 
der Kamera verwendet. Anderungen der 
Einstellungen von anderen Funktionen des 
Aufnahmemenus wie Belichtungskorrektur, 
Weifiabgleich usw. sind moglich. 

'f Schieben Sie den Objektivschutz 
nach unten, um die Kamera 
einzuschalten. 



3 Drucken Sie den Ausloser halb, um 
das Motiv scharfzustellen. 

• Sobald das Motiv scharfgestellt ist, wird die 
Belichtung gespeichert (Verschlusszeit und 
Blendenwert werden angezeigt), und die Farbe der 
AF-Markierung wechselt auf Grun. 

• Wenn die AF-Markierung rot blinkt, bedeutet 
dies, dass eine Scharfstellung nicht moglich war. 
Versuchen Sie in einem solchen Fall, die Scharfe 
erneut zu speichern. 




Verschlusszeit AF-Markierung B | en denwert 



LCD-Monitor 
(Aufnahmebereitschafts- 
Bildschirm) 



2 Visieren Sie das Motiv mit der 
Kamera an, und wahlen Sie den 
gewunschten Bildausschnitt. 
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4 Urn die Aufnahme zu machen, 
drucken Sie den Ausloser langsam 
vollstandig durch, wahrend Sie die 
Kamera moglichst ruhig halten. 




Vollstandig 
durchdrucken 



Bildbetrachtungs-Bildschirm 

Anzeigen von Bildern wahrend der Aufnahme 

Durch Drucken der f»~l-Taste wird die 
Wiedergabe von Bildern aktiviert. Um mit 
dem Fotografieren fortzufahren, drucken Sie 
entweder die d-Taste, oder Sie drucken 
den Ausloser halb nach unten. 

Aufnehmen von Filmen 
„Filmaufnahmen (©-Modus)" (S. 17) 

Wenn die Aufnahme beendet ist 

Schieben Sie den Objektivschutz nach oben, 
um die Kamera auszuschalten. 

Q) Dadurch werden alle Aufnahmeeinstellungen 
ail Her P-Modus auf ihre Standardeinstellungen 
zuruckgesetzt, wenn Sie die Kamera ausschalten. 



Anzeigen von Bildern 



1 Drucken Sie die IWTaste. 



Bildnummer 




Wiedergabebild 



2 Betatigen Sie 
eines Bilds. 



Anzeige der 10 
Bilder vor dem 
aktuellen Bild 



▲ TO zurWahl 




Anzeige der 
10 Bilder nach 
dem aktuellen 
Bild 

/ Bilder kbnnen wahrend der 
Wiedergabe verkleinert und 
vergroftert werden. „lndexanzeige, 
Kalenderanzeige und Wiedergabe mit 
Ausschnittsvergrofierung (S. 21) 

Wiedergabe von Filmen 

Wahlen Sie den gewunschten Film, und 
drucken Sie dann die H|-Taste. 
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Bedienungsvorgange wahrend der 
Filmwiedergabe 

Lautstarke: Betatigen Sie wahrend der 
Wiedergabe A ▼■ 

Suchlauf vorwarts: Wenn Sie ► gedriickt 
halten, wird der Film vorwarts „gespult". 
Suchlauf ruck warts: Wenn Sie ^ gedriickt 
halten, wird der Film ruckwarts „gespult". 
Pause: Drucken Sie die ||-Taste. 



Verstrichene Zeit/ 
Verbleibende 
Aufnahmezeit 




Wahrend der Wiedergabe 



Erstes (letztes) Bild/Einzelbild- 
Weiterschaltung: Drucken Sie im 
Pausenzustand ▲ , urn das erste Bild 
des Films anzuzeigen, und ▼ , um das 
letzte Bild anzuzeigen. Solange Sie ^ 
gedriickt halten, wird der Film ruckwarts 
wiedergegeben. Solange Sie ► gedriickt 
halten, wird der Film normal wiedergegeben. 
Um die normale Filmwiedergabe 
fortzusetzen, drucken Sie die ||-Taste. 



Ldschen von Bildern wahrend 
der Wiedergabe (Ldschen 
eines einzelnen Bilds) 

1 Wenn das zu loschende Bild 
angezeigt wird, drucken Sie die ™- 
Taste. 




2 Betatigen Sie ▲ zur Wahl von [JA], 
und drucken Sie dann die 1]-Taste. 

© [^LOSCHEN] (S. 31) 




Im Pausenzustand 



Beenden der Filmwiedergabe 

Drucken Sie die MENU-Taste. 
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Verwenden der verschiedenen 
Aufnahmemodi 



Q) Bei jedem Drucken der ^-Taste andert 
sich der Aufnahmemodus in derfolgenden 
Reihenfolge: P (oder i AUTO ) ftflfl, 
SCN Beim Wechsel in einen anderen 
Aufnahmemodus werden die meisten 
Einstellungen in den Modi iAUTO, W^)t und 
SCN auf die Standardeinstellungen des 
entsprechenden Aufnahmemodus geandert. 

Wahl des fur die 
Aufnahmesituation optimal 
geeigneten Motivprogramms 
(SCN-Modus) 

1 Drucken Sie einige Male die 
Q -Taste, um SCN einzustellen. 





ZURUCK*S EINST. ♦ [OK] 



• Eine Erlauterung des gewahlten Motivprogramms 
wird angezeigt, wahrend Sie die ©-Taste gedruckt 
halten. 

2 Betatigen Sie A T zurWahl des 
fur die jeweilige Aufnahmesituation 
am besten geeigneten 
Motivprogramms, und drucken Sie 
dann die H-Taste. 



Symbol des 
eingestellten 
Motivprogramms 



Verwenden Sie das Menu, um auf ein 
anderes Motivprogramm umzuschalten. 
[*aSCN] (S. 26) 




Aufnehmen mit automatischen 
Einstellungen (iAUffl-Modus) 

Die Kamera wahlt fur die Aufnahmesituation 
automatisch den besten Aufnahmemodus. 
Dieser vollautomatische Aufnahmemodus 
gestattet es dem Benutzer, Bilder mit dem fur 
die Aufnahmesituation optimalen Modus durch 
einfaches Drucken des Auslosers aufzunehmen. 
Aufnahmebezogene Einstellungen stehen im 
Modus i AUTO nicht zur Verfugung. 



1 Drucken Sie die ¥|-Taste. 



s 






I 




o 

















2 Betatigen Sie A T zur Wahl von P, 
oder betatigen Sie -4 ► zur Wahl 
von [ [TautoI (iAUTO)], und drucken Sie 
dann zum Einstellen die ¥|-Taste. 

iAUTO -Mod usanzeige 
Die Anzeige wechselt zum 
Symbol fur den von der Kamera 
gewahlten Aufnahmemodus. 




• Um zu prufen, welchen Aufnahmemodus die 
Kamera automatisch gewahlt hat, drucken Sie den 
Ausldser halb nach unten oder drucken Sie die 
DISP.-Taste. 

Q) „Verwendung des FUNC-Menus" (S. 20) 

Q) Um im P-Modus aufzunehmen, wechseln 
Sie im FUNC-Menu zu P. 
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Verwendung des digitalen 
Bildstabilisator-Modus 

(((flihModus) 

Dieser Modus ermoglicht es Ihnen, Unscharfe 
zu reduzieren, die durch Verwackeln Oder eine 
Bewegung des Motivs verursacht werden kann. 

*f Drucken Sie einige Male die 
Q -Taste, urn einzustellen. 



(fcflfi-Modusanzeige 




Filmaufnahmen ($>-Modus) 

Gleichzeitig wird derTon aufgenommen. 

"1 Drucken Sie einige Male die 
Q -Taste, urn SCN einzustellen. 



2 Betatigen Sie ▲ T zurWahl von 
[£? MOVIE], und drucken Sie dann 
zum Einstellen die T]-Taste. 




Verwenden des Zooms 

Der optische Zoom steht wahrend der Movie- 
Aufnahme nicht zur Verfugung. Verwenden 
Sie die Funktion [DIGITALZOOM] (S. 25). 



3 Drucken Sie den Ausloser 
halb nach unten, um das Motiv 
scharfzustellen, und drucken 
Sie den Ausloser dann langsam 
vollstandig durch, um die Aufnahme 
zu starten. 



Leuchtet wahrend der Aufnahme rot 




Verbleibende Aufnahmezeit (S. 51) 



4 Um die Aufnahme zu beenden, 
drucken Sie den Ausloser 
vollstandig durch. 



DE S3 



ferwenden der Aufnahmefunktionen 



Verwendung des optischen 
Zooms 

Betatigen Sie den Zoomhebel, um den 
Aufnahmebereich einzustellen. 

In Richtung W driicken In Richtung T drucken 
(Weitwinkel) (Tele) 



Aufhellen eines Motivs im 
Gegenlicht (GEGENL.KOR ! ) 

Die Kamera erfasst ggf. eine im Gegenlicht 
befindliche Person, deren Gesicht zu dunkel 
erscheint, und hellt das Gesicht fur die 
Aufnahme auf. 

M Shadow Adjustment Technology 




Zoombalken 

Q) Optischer Zoom: 3*. Digitalzoom: 5* 

Aufnehmen von vergrdfterten Bildern 
ohne Beeintrachtigung der Bildqualitat 
[FINE ZOOM] (S. 24) 

Aufnehmen von vergroflerten Bildern 
[DIGITALZOOM] (S. 25) 

(£) Deraktuelle Feinzoom/Digitalzoom-Status 
wird durch den in das Bild eingeblendeten 
Zoombalken angezeigt. 



Bei Verwendung 
des optischen fc 
Zooms 



Bereich des optischen Zooms 



Bei Verwendung 
des Feinzooms 



Bei Verwendung 
des Digitalzooms 



2 Betatigen Sie -4 ► zurWahlvon 
[ON], und drucken Sie dann die 
7]-Taste zur Einstellung. 

3 Visieren Sie das Motiv mit der 
Kamera an. Uberprufen Sie den 
Rahmen uber dem von der Kamera 
erfassten Gesicht, und drucken 
Sie dann den Ausloser, um die 
Aufnahme zu machen. 

Q) Bei bestimmten Motiven kann es 

vorkommen, dass der Rahmen nicht oder 
nicht sofort erscheint. 

Q) Bei Einstellung dieser Funktion auf [ON] 
werden [MESSUNG] (S. 25) auf [ESP] und 
[AF-MODUS] (S. 25) auf [GESICHT ERK] 
automatisch eingestellt. 



Feinzoom- 
Bereich 



Digitalzoom- 
Bereich 
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Verwendung des Blitzes 

Die fur die jeweilige Aufnahmebedingung am 
besten geeignete Blitzfunktion kann ausgewahlt 
werden, um den gewunschten Effekt zu erhalten. 



1 Drucken Sie die % -Taste. 




2 Betatigen Sie •< ► zur Wahl der 
gewunschten Option, und drucken 
Sie dann die U-Taste zur Einstellung. 



Einstellung 


Beschreibung 


BLITZ AUTO 


Bei niedriger Umgebungshelligkeit 
oder starkem Gegenlicht wird der 
Blitz automatisch ausgelost. 


ROTE AUGEN 


Vor Auslosen des Hauptblitzes werden 
mehrere Vorblitze abgegeben, um 


das Auftreten von roten Augen in den 
Aufnahmen zu verhindern. 


AUFHELLBLI. 


Der Blitz wird ungeachtet der 
herrschenden Lichtverhaltnisse ausgelost. 


BLITZ AUS 


Der Blitz wird nicht ausgelost. 



Andern der Bildhelligkeit 
(Belichtungskorrektur) 

Die Standard-Bildhelligkeit (angemessene 
Belichtung), die von der Kamera eingesiellt wird, 
kann erhoht Oder verringert werden, um einen 
gewunschten Effekt zu erzielen. 

1 Drucken Sie die 0-Taste. 



BELICHT. KORR. 




Belichtungskorrekturwert 



2 Betatigen Sie 1T<^ zur Wahl des 
Bildes mit der gewunschten Helligkeit, 
und drucken Sie dann die i!-Taste. 
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Nahaufnahmen 
(Makrofunktion) 

Diese Funktion gestattet es Ihnen, Motive 
in einem kleinen Abstand von der Kamera 
scharfzustellen und aufzunehmen. 

1 Drucken Sie die jfi-Taste. 




[P] ^-J^sa? 

I -><■ 




mm 
1X^3 



2 Betatigen Sie -4 ► zur Wahl 
der gewunschten Option, und 
drucken Sie dann die H-Taste zur 
Einstellung. 



Einstellung 


Beschreibung 


AUS 


Der Nahaufnahmemodus ist 
deaktiviert. 


NAHAUFNAHME 


Aufnahmen sind bis zu einem 
Motivabstand von 20 cm"' 
{30 cm' 2 ) vor dem Objektiv 
moglich. 


S. NAHAUFN.* 3 


Aufnahmen sind bis zu einem 
Motivabstands von 7 cm vor 
dem Objektiv moglich. Motive in 
einem grofteren Abstand als 50 
cm konnen nicht scharfgestellt 
werden. 



Zoom in maximaler Weitwinkel-Stellung (W). 
" 2 Zoom in maximaler Tele-Stellung (T). 
" 3 Der Zoom wird automatisch festgestellt. 

/ Bei Super-Nahaufnahmen konnen der 
Blitz (S. 19) und der Zoom (S. 18) nicht 
eingestellt werden. 



Verwendung des 
Selbstauslosers 

Wenn Sie den Ausloser vollstandig 
durchdrucken, wird der Verschluss erst nach 
Verstreichen der eingestellten Verzogerungszeit 
ausgelost. 

1 Drucken Sie die 0-Taste. 

FUHC 

My. 




2 Betatigen Sie A T zur Wahl 
der gewunschten Option, und 
drucken Sie dann die H-Taste zur 
Einstellung. 



Einstellung 


Beschreibung 


OFF 


Der Selbstausloser ist deaktiviert. 


ON 


Die Selbstausloser-LED leuchtet 
zunachst ca. 10 Sekunden 
lang und blinkt dann weitere 2 
Sekunden, anschliefiend erfolgt 
die Aufnahme. 



(J) Das Aufnehmen mit Selbstausloser 
wird nach einer Aufnahme automatisch 
deaktiviert. 

Abbrechen der Selbstausloser- 
Funktion 

Drucken Sie die i£)-Taste erneut. 
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Drucken 



Direktes Ausdrucken 
(PictBhdge 1 ) 

Sie konnen Ihre Bilder direkt ausdrucken, 
indem Sie die Kamera an einen PictBridge- 
kompatiblen Drucker anschliefien, ohne dass ein 
Personalcomputer erforderlich ist. 
Bitte schlagen Sie in der Bedienungsanleitung 
Ihres Druckers nach, um zu ermitteln, ob der 
Drucker mit PictBhdge kompatibel ist. 

* 1 PictBridge ist ein Standard zum Anschluss von 
Digitalkameras und Druckern verschiedener 
Hersteller und direktem Ausdruck von Bildern. 

Q) Die verfugbaren Druckmodi, Papierformate 
und anderen Parameter, die mit der Kamera 
eingestellt werden konnen, richten sich 
nach dem jeweils verwendeten Drucker. 
Einzelheiten hierzu finden Sie in der 
Bedienungsanleitung Ihres Druckers. 

Q) Einzelheiten zu den verfugbaren 

Papiersorten, zum Einlegen von Papier 
und zum Einsetzen von Tinten patron en 
finden Sie in der Bedienungsanleitung Ihres 
Druckers. 

Ausdrucken von Bildern mit 
den Standardeinstellungen 
des Druckers [EINF. DRUCK] 

1 Zeigen Sie das Bild, das 

ausgedruckt werden soli, auf dem 
LCD-Monitor an. 

/ „Anzeigen von Bildern" (S. 15) 

Q) Der Druckvorgang kann auch bei 

ausgeschalteter Kamera gestartet werden. 
Betatigen Sie nach Ausfiihrung von Schritt 
2 A T zur Wahl von [EINF. DRUCK], und 
drucken Sie dann die H-Taste. Betatigen 
Sie ^ ► zur Markierung des gewunschten 
Bilds, und fahren Sie dann mit Schritt 3 fort. 



2 Schalten Sie den Drucker ein, 
und schlieften Sie die Kamera 
wie nachstehend gezeigt an den 
Drucker an. 



Buchsenabdeckung 
Offnen Sie die 
Buchsenabdeckung 
in Pfeilrichtung. 




EINF. DRUCK STARTEN < J1 
PC / INDIVID. DRUCK>fOKl 




USB-Kabel (mitgeliefert) 



3 Drucken Sie die ,0,-Taste, um den 
Druckvorgang zu starten. 

4 Um ein weiteres Bild auszudrucken, 
betatigen Sie -4 ► zur Markierung 
des gewunschten Bilds, und 
drucken Sie dann die ,0,-Taste. 

Beenden des Druckens 

Trennen Sie das USB-Kabel von der Kamera 
und vom Drucker, wahrend ein Bild auf dem 
Bildschirm angezeigt wird. 



Ve 



erwenden der Software OLYMPUS 
Master 2 



Systemanforderungen und 
Installation von OLYMPUS 
Master 2 

Installieren Sie die Software OLYMPUS 
Master 2 unter Bezugnahme auf die 
mitgelieferte Installationsanleitung. 

AnschlieBen der Kamera an 
einen Computer 

1 Vergewissern Sie sich, dass die 
Kamera ausgeschaltet ist. 

• Der LCD-Monitor ist ausgeschaltet. 

• Der Objektivschutz ist geschlossen. 

2 Schlielien Sie die Kamera an den 
Computer an. 

• Die Kamera schaltet sich automatisch ein. 



USB 










PC 


[ 






EINF. DRUCK 






INDIVID. DRUCK 






SCHLIESSEN 






ENST.+EH 



Buchsenabdeckung 
Offnen Sie die 
Buchsenabdeckung 
in Pfeilrichtung. 



Multi-Connector 




(7) Ermitteln Sie den USB-Anschluss unter 
Bezugnahme auf das Benutzerhandbuch 
Ihres Computers. 



3 Betatigen Sie A T zur Wahl von 
[PC], und drucken Sie dann die 
55 -Taste. 

• Der Computer erkennt beim ersten Anschluss die 
Kamera automatisch als neues Gerat. 

Windows 

Nachdem die Kamera vom Computer erkannt 
ist, uberprufen Sie die Meldung, die den 
Abschluss der Einstellung bestatigt, und 
klicken Sie dann auf „OK". Die Kamera wird als 
Wechseldatentrager erkannt. 

Macintosh 

Wenn iPhoto starlet, beenden Sie iPhoto, und 
starten Sie OLYMPUS Master 2. 

Q) Wahrend die Kamera an den 

Computer angeschlossen ist, sind die 
Aufnahmefunktionen deaktiviert. 

Q) Wenn Sie die Kamera uber einen USB-Hub 
an den Computer anschlieden, kann es zu 
instabilem Betrieb kommen. 

Q) Bei Einstellung des Untermenus auf [MTP], 
das erscheint, wenn [PC] in Schritt 3 und 
Drucken der ► -Pfeiltaste gewahlt wird, 
kbnnen Bilder nicht unter Verwendung von 
OLYMPUS Master 2 an einen Computer 
ubertragen werden. 

Starten von OLYMPUS 
Master 2 



1 Doppelklicken Sie auf das Symbol 
OLYMPUS Master 2 

Windows 

erscheint auf dem Desktop. 

Macintosh 

erscheint im Ordnervon OLYMPUS Master 2. 

• Nach Starten der Software erscheint das 
Browse- Fen ster. 

© Beim erstmaligen Starten von OLYMPUS 
Master 2 nach der Installation erscheinen 
die Bildschirm „Standardeinstellungen" 
und „Registrierung". Folgen Sie den 
Anweisungen, die auf dem Bildschirm 
erscheinen. 
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Bedienung von OLYMPUS 
Master 2 



Beim Starten von OLYMPUS Master 2 
erscheint die Quick Start-Anleitung auf 
dem Bildschirm, die Ihnen die Bedienung 
der Kamera erleichtert. Wenn die Quick 
Start-Anleitung nicht angezeigt ist, klicken 
Sie auf J[, in derTool-Leiste, um die 
Schnellstartanleitung anzuzeigen. 



Einzelheiten zur Bedienung finden Sie in der 
Online-Hilfe der Software. 

Ubertragen und Abspeichern 
von Bildern ohne Verwendung 
von OLYMPUS Master 2 

Diese Kamera ist mit der USB Mass Storage 
Class-Norm kompatibel. Wahrend die Kamera 
an den Computer angeschlossen ist, konnen 
Sie die Bilddaten am Computer ubertragen und 
speichern. 

Systemanforderungen 

Windows : Windows 2000 Professional/ 
XP Home Edition/ 
XP Professional/Vista 

Macintosh : Mac OS X v10.3 oder neuere 
Version 

/ Wenn auf einem Computer mit Windows 
Vista [MTP] fur das Untermenu eingestellt 
ist, das durch Drucken von ► nach 
Auswahl von [PC] in Schritt 3 von 
„AnschlieRen der Kamera an einen 
Computer" (S. 42) erscheint, steht die 
Windows-Fotogalerie zur Verfugung. 

Q) In den folgenden Fallen ist selbst dann 
kein einwandfreier Betrieb gewahrleistet, 
wenn der Computer iiber USB-Anschlusse 
verfiigt: 

• Computer, bei dem USB-Anschlusse unter 
Verwendung einer Erweiterungskarte usw. 
installiert wurden 

• Computer ohne ein werkseitig installiertes 
Betriebssystem und selbst gebaute Computer 



Anhang 



Verwendung des microSD- Adapter SICHERHEITSHINWEISE 



(2) Verwenden Sie den Adapter weder mit 

Olympus-Digitalkameras, die den Gebrauch 
eines microSD -Adapter nicht unterstiitzen, 
noch mit Digitalkameras anderer Fabrikate, 
Personalcomputern, Druckern und 
anderen Geraten, die mit der xD-Picture 
Card kompatibel sind. Anderenfalls 
konnen die Aufnahmen beschadigt und 
Funktionsstdrungen des betreffenden 
Gerates verursacht werden. 

(7) Versuchen Sie auf keinen Fall, die microSD 
card gewaltsam herauszuziehen, falls 
sie sich nicht ohne weiteres aus dem 
Kartensteckplatz entfernen lasst. Bitte 
wenden Sie sich in einem solchen Fall an 
Ihren Fachhandler oder eine Olympus- 
Kundendienststelle. 

Mit dieser Kamera kompatible Karten 

microSD card/microSDHC card 

Q) Sie finden eine Liste der gepruften microSD 
cards auf der Olympus-Website (http://www. 
olympus.com/). 

Ubertragen von Bildern 

Das USB-Kabel im Lieferumfang der 
Kamera ermoglicht es, Bilder an einen 
Personalcomputer oder Drucker zu ubertragen. 
Urn Daten an ein anderes Gerat zu 
ubertragen, entfernen Sie den Adapter aus 
der Kamera, und verwenden Sie einen 
im Fachhandel erhaltlichen microSD- 
Kartenadapter. 

Vorsichtshinweise zur Handhabung 

Vermeiden Sie eine Beriihrung des 
Kontaktbereichs des Adapters und der 
microSD card. Anderenfalls konnen 
Bilder moglicherweise nicht eingelesen 
werden. Reiben Sie Fingerabdrucke oder 
Schmutzflecken auf dem Kontaktbereich mit 
einem weichen, trockenen Tuch ab. 



A 



STROM SCHLAGGEFAHR 
NICHT OFFNEN 



A 



VORSICHT: ZUR VERMEIDUNG VON STROM SCHLAGEN 
NIEMALS DAS GEHAUSE (ODER DIE GEHAUSERUCKSEITE) 
ENTFERNEN. DIESES PR0DUKT ENTHALT KEINERLEI 
BENUTZERSEITIG ZU WARTENDEN TEILE. 
UBERLASSEN SIE WARTUNGSARBEITEN QUALIFIZIERTEM 
FACHPERSONAL. 



A 

A 
A 
A 



Das Ausrufungszeichen im Dreieck 
verweist auf wichtige Handhabungs- und 
Wartungsanweisungen in der zu diesem 
Produkt gehorigen Benutzerdokumentation. 
Die Nichtbeachlung derzu diesem Warnsymbol 
gehorigen Informationen kann schwere 
Verletzungen mit Todesgefahr zur Folge haben! 
Die Nichtbeachlung derzu diesem Warnsymbol 
gehorigen Informationen kann Verletzungen mit 
Todesgefahr zur Folge haben! 
Die Nichtbeachtung derzu diesem Warnsymbol 
gehorigen Informationen kann leichte 
Verletzungen, Sachschaden sowie den Verlust 
von gespeicherten Daten zur Folge haben! 



ACHTUNG! 

DIESES PRODUKT NIEMALS NASSE AUSSETZEN, 
AUSEINANDER NEHMEN ODER BEI H0HER FEUCHTE 
BETREIBEN. ANDERNFALLS BESTEHT FEUER- UND 
STROMSCHLAGGEFAHR. 



Allgemeine Vorsichtsmaftregeln 

Die Benutzerdokumentation sorgfaltig lesen 

— Vor dem Gebrauch dieses Produktes erst die 
Bedienungsanleitung lesen. Bewahren Sie alle 
Benutzerhandbucher und Dokumentationen zum 
spateren Nachschlagen auf. 

Reinigung — Vor der Reinigung dieses Produktes 
das Netzteil abtrennen. Zur Reinigung ein 
befeuchtetes Tuch verwenden. Niemals 
Ldsungsmittel, sich verfluchtigende oder 
organische Reinigungsmittel verwenden. 

Zubehor — AusschlieRJich von Olympus 

empfohlenes Zubehor verwenden. Andernfalls 
kann dieses Produkt schwer beschadigt und eine 
Verletzungsgefahr nicht ausgeschlossen werden. 

Nasse und Feuchtigkeit — Die Sicherheitshinweise 
zu spritzwasserfesten Produkten finden Sie im 
entsprechenden Abschnitt des Referenzhandbuchs. 

Standort — Um Schaden an der Kamera zu vermeiden, 
sollten Sie die Kamera fest auf ein stabiles Stativ, 
Gestell oder auf einer Halterung befestigen. 

Stromversorgung — Es durfen ausschliefilich geeignete 
Stromquellen entsprechend des am Produkt 
angebrachten Typenschildes verwendet werden. 

Blitzschlag — Bei Netzbetrieb mit einem Netzteil 
muss dieses sofort von der Netzsteckdose 
abgetrennt werden, wenn ein Gewitter auftritt. 
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Fremdkorper — Darauf achten, dass keine metallischen 
Gegenstande in das Produktinnere gelangen. 
Andemfalls konnen Sie Verletzungen davontragen. 

Hitze — Dieses Produkt niemals in der Nahe 
von Hitze abstrahlenden Vorhchtungen (wie 
Heizktirper, Ofen, Beluftungsb'ffnungen etc.) und 
Geraten (z. B. Hochleistungsverstarker etc.) 
betreiben oder aufbewahren. 

Sicherheitshinweise bei der 
Kamerahandhabung 
Aachtung 

• Die Kamera niemals in der Nahe von 
entflammbaren oder explosiven Gasen 
verwenden. 

• Verwenden Sie den Blitz und die LED nicht auf 
nahe Entfernung, wenn Sie Menschen (Babys, 
Kteinkinder, etc.) aufnehmen. 

• Sie mussen mindestens 1 m vom Gesicht 
einer Person entfernt sein. Andemfalls 
kann die Blitzabgabe eine vorubergehende 
Einschrankung der Sehfahigkeit verursachen. 

• Kinder und Kleinkinder von der Kamera 
fernhalten. 

• Die Kamera stets so verwenden und 
aufbewahren, dass Kinder keinen Zugriff haben 
konnen. In den folgenden Fallen besteht die 
Gefahr von schweren Verletzungen: 

• Strangulierungs- und Erstickungsgefahr durch 
den Trageriemen der Kamera. 

• Versehentliches Verschlucken von Akkus, 
Speicherkarten oder sonstigen kleinen Teilen. 

• Versehentliches Auslosen des Blitzes bei zu 
geringem Augenabstand. 

• Verletzungen durch bewegliche Teile der 
Kamera. 

• Niemals die Kamera auf extrem helle 
Lichtquellen (Sonne, Scheinwerfer usw.) 
richten. 

• Die Kamera niemals an Orten verwenden, 
die starker Staubeinwirkung oder hoher 
Feuchtigkeit ausgesetzt sind. 

• Den Blitz bei der Blitzabgabe nicht beruhren 
oder verdecken. 

• Setzen Sie ausschliefilich microSD card in den 
microSD-Adapter ein. 

Dieser microSD-Adapter ist ausschlieftlich zur 
Aufnahmen von microSD card vorgesehen. Karten 
anderer Typen konnen nicht eingesetzt werden. 

• Legen Sie lediglich eine xD-Picture Card oder 
einen microSD-Adapter in die Kamera ein. 
Wenn Sie eine Karte (z. B. die microSD card) 
versehentlich ohne microSD-Adapter einsetzen, 
wenden Sie zum Entfernen keine Gewalt an. 
Wenden Sie sich an einen autorisierten Handler 
bzw. eine Kundendienststelle. Beschadigungen 
wie beispielsweise Kratzer auf dem microSD- 
Adapter oder der xD-Picture Card konnen in 

der Kamera zu Erwarmung oder Fehlfunktionen 
fuhren. 
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• Die Kamera niemals verwenden, wenn an ihr 
ungewohnliche Gerausche bzw. Geruchs- oder 
Rauchentwicklung festgestellt werden. 

• Die Akkus niemals mit blofien Handen 
entfernen. Andemfalls besteht Feuergefahr und 
Sie konnen Brand verletzungen davontragen. 

• Die Kamera niemals mit nassen Handen halten 
oder bedienen. 

• Die Kamera niemals an Orten aufbewahren, an 
denen hohe Temperaturen auftreten konnen. 

• Andemfalls kann es zu ernsthaften Schaden 
an der Kamera kommen und die Kamera kann 
in Einzelfallen Feuerfangen. Niemals ein 
Ladegerat oder Netzteil betreiben, wenn dieses 
abgedeckt ist (z. B. durch eine Stoffdecke usw.). 
Andemfalls kann Oberhitzung mit Feuergefahr 
auftreten. 

• Die Kamera stets vorsichtig handhaben, um 
leichte Hautverbrennungen zu vermeiden. 

• Falls die Kamera Metallteile enthalt, kann es 
bei Oberhitzung zu leichten Hautverbrennungen 
kommen. Achten Sie bitte auf die folgenden 
Punkte: 

• Die Kamera erwarmt sich bei langerem 
Gebrauch. Wenn Sie die Kamera in diesem 
Zustand beruhren, kann es zu leichten 
Hautverbrennungen kommen. 

• Bei der Einwirkung extrem niedriger 
Temperaturen kann die Temperatur 
des Kameragehauses unterhalb der 
Umgebungstemperatur liegen. Bei extrem 
niedrigen Umgebungstemperaturen sollten 
daher Handschuhe getragen werden, wenn 
die Kamera gehandhabt wird. 

• Den Trageriemen vorsichtig handhaben. 

• Handhaben Sie den Trageriemen vorsichtig, 
wenn Sie die Kamera tragen. Er kann sich an 
hervorstehenden Gegenstanden verfangen und 
dadurch schwere Schaden verursachen. 



DE 91 



Sicherheitshinweise bei der Akku- 

und Batteriehandhabung 
Bitte beachten Sie diese wichtigen Richtlinien, 
um das Auslaufen von Batterieflussigkeit 
sowie das Uberhitzen, Entziinden oder Platzen 
des Akkus und/ oder Stromschlage und 
Verletzungen zu vermeiden. 

Agefahr 

• Die Kamera arbeitet mit einem von Olympus 
spezifizierten Lithium-lonen-Akku. Laden Sie den 
Akku vor Gebrauch mit dem Ladegerat vollstandig 
auf. In keinem Fall darf ein ungeeignetes 
Ladegerat verwendet werden. 

• Akkus niemals stark erwarmen oder verbrennen. 

• Akkus stets so trans portieren oder aufbewahren, 
dass sie nicht in Beruhrung mit metallischen 
Gegenstanden (wie Schmuck, Buroklammern, 
Nagel usw.) kommen. 

• Akkus niemals an Orten aufbewahren, die direkter 
Sonneneinstrahlung oder hoher Aufheizung 
durch Sonneneinstrahlung (z. B. im Inneren eines 
Fahrzeugs) oder durch eine Heizquelle usw. 
ausgesetzt sind. 

• Sorgfaltig alle Vorschriften zur Akkuhandhabung 
beachten. Andernfalls kann es zum Auslaufen 
von Batterieflussigkeit oder zu Schaden an 

den Batteriepolen kommen. Niemals Batterien 
zerlegen, umbauen oder die Batteriepole verloten. 

• Falls Batterieflussigkeit mit Ihren Augen in 
Beruhrung kommt, die Augen sofort mit klarem 
Wasser spiilen und sofort einen Augenarzt 
aufsuchen. 

• Akkus stets so aufbewahren, dass Kinder keinen 
Zugriff haben konnen. Falls ein Kind einen Akku 
verschluckt, sofort einen Arzt aufsuchen. 

Aachtung 

• Akkus stets trocken halten. 

• Ausschliefllich fur die Verwendung mit diesem 
Produkt empfohlene Akkus verwenden. Andernfalls 
kann Batterieflussigkeit austreten oder der Akku 
kann sich uberhitzen, entziinden oder explodieren. 

• Die Batterie vorsichtig, wie in der 
Bedienungsanleitung beschrieben, einlegen. 

• Falls die Akkus nicht innerhalb der zulassigen 
Zeitspanne aufgeladen werden konnen, den 
Ladevorgang abbrechen und diese Akkus nicht 
verwenden. 

• Niemals einen Akku verwenden, der Risse 
aufweist oder anderweitig beschadigt ist. 

• Falls wahrend des Gebrauchs an Akkus Farb-, 
Form- oder sonstige Veranderungen festgestellt 
werden, die Kamera nicht weiter verwenden. 

• Falls Batterieflussigkeit an der Haut oder Kleidung 
haften bleibt, die Kleidung entfernen und die 
betroffenen Stellen sofort mit klarem Wasser 
reinigen. Falls Hautverbrennungen auftreten, 
sofort einen Arzt aufsuchen. 

• Akkus niemals heftigen Erschutterungen oder lang 
dauernden Vibrationen aussetzen. 
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• Den Akku vor dem Einlegen stets auf Leeks, 
Verfarbungen, Verformungen oder sonstige 
Beeintrachtigungen uberprufen. 

• Der Akku kann sich bei langerem Gebrauch stark 
erwarmen. Nach dem Gebrauch der Kamera 
erst etwas warten, ehe der Akku entnommen 
wind. Andernfalls besteht die Gefahr von leichten 
Hautverbrennungen. 

• Wenn die Kamera fur langere Zeit gelagert werden 
soil, unbedingt erst den Akku entnehmen. 

Vermeidung von schadlichen 
Umwelteinwirkungen 

• Diese Kamera enthalt Hochprazisionstechnologie 
und sollte daher weder bei Gebrauch noch bei 
Aufbewahrung fur langere Zeit den nachfolgend 
genannten Umwelteinwirkungen ausgesetzt 
werden. Vermeiden Sie: 

• Ort mit hohen/er Temperaturen/Luftfeuchtigkeit 
oder extremen Temperaturschwankungen. 
Direktes Sonnenlicht, Strande, verschlossene 
Autos oder in der Nahe einer Warmequelle 
(Ofen, Radiator usw.) oder Luftbefeuchtern. 

• Orte, die starker Schmutz- oder Staubeinwirkung 
ausgesetzt sind. 

• Orte, an denen sich Sprengkd'rper sowie leicht 
entflammbare Material ien, Flussigkeiten oder 
Gase befinden. 

• Orte, die hoher Feuchtigkeit oder Nasse 
ausgesetzt sind (Badezimmer, vor Witterung 
ungeschutzte Orte usw.). Beim Gebrauch von 
spritzwasserfesten Produkten bitte stets das 
zugehorige Referenzhandbuch lesen. 

• Orte, die starken Vibrationen ausgesetzt sind. 

• Vermeiden Sie, dass die Kamera mit Wasser 
oder Sand in Beruhrung kommt, wenn Sie sie am 
Strand oder in sandigen Gegenden verwenden, 
da es sonst zu Schaden oder Fehlfunktionen 
kommen kann. 

• Die Kamera niemals fallen lassen oder sonstigen 
heftigen Erschutterungen aussetzen. 

• Bei der Verwendung eines Stativs die Position der 
Kamera mittels des Stativkopfes ausrichten. Nicht 
die Kamera selbst drehen. 

• Beriihren Sie niemals die elektrischen Kontakte 
der Kamera. 

• Die Kamera niemals fur langere Zeit direkt auf die 
Sonne ausrichten. Andernfalls konnen Schaden 
am Objektiv und/oder Verschlussvorhang, 
Verfarbungen, Einbrenneffekte am CCD-Chip 
auftreten und es besteht Feuergefahr. 

• Niemals das Objektiv starker Druck- oder 
Zugbelastung aussetzen. 

• Wenn die Kamera fur langere Zeit gelagert werden 
soil, muss zuvor der Akku entnommen werden. 
Zur Aufbewahrung einen kiihlen und trockenen Ort 
wahlen, wo die Kamera vor Kondenswasser und 
Schimmelbildung geschutzt ist. Vor der erneuten 
Verwendung sicherstellen, dass die Kamera 
einwandfrei arbeitet (den Ausldser drucken usw.). 

• Beachten Sie stets die in der Bedienungsanleitung 
der Kamera enthaltenen Angaben bezuglich 

der Eignungseinschrankungen in bestimmten 
Anwendungssituationen und -umgebungen. 
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Sicherheitshinweise bei der Akku- 
und Batteriehandhabung 

Diese Kamera arbeitet mit einem von Olympus 
spezifizierten Lithium-lonen-Akku. Keine andere 
Akkuausfuhrung verwenden. 
Falls an den Akkupolen Wasser, 01 oder Fett 
anhaftet, kdnnen Kontaktunterbrechungen 
auftreten. Akku vor dem Gebrauch mit einem 
trockenen und fusselfreien Tuch abwischen. 
Akkus miissen vor dem ersten Gebrauch oder 
nach langerer Lagerung vollstandig aufgeladen 
werden. 

Wenn die Kamera bei niedrigen 
Umgebungstemperaturen verwendet wird, 
sollten die Kamera und Ersatzakkus stets nach 
Moglichkeit warm gehalten werden. Akku- 
Leistungseinbufien, die auf die Einwirkung 
niedriger Temperaturen zuruckzufuhren sind, 
treten nicht mehr auf, wenn der Akku erneut 
normale Temperaturen erreicht. 
DieAnzahl der verfugbaren Aufnahmen schwankt 
in Abhangigkeit von den Aufnahmebedingungen 
und der verwendeten Akkuausfuhrung. 
Bei langeren Reisen, insbesondere in entlegene 
Regionen und Lander, sollten ausreichend 
Ersatzakkus mitgefuhrt werden. Die erforderliche 
Akkuausfuhrung kann ggf. nur schwer oder nicht 
erhaltlich sein. 

Bitte achten Sie auf eine ordnungsgemafle 
Recycling-Entsorgung von Akkus. Ehe Sie 
verbrauchte Akkus entsorgen, decken Sie die 
Akkukontakte bitte mit Klebeband ab. Beachten 
Sie stets die jeweils gultigen Gesetze und 
Verordnungen zur Entsorgung von Akkus. 



LCD-Monitor 

Bei Gewalteinwirkung kann der LCD-Monitor 
beschadigt werden und/oder es kann im 
Wiedergabemodus zu Bildbeeintrachtigungen oder 
-ausfall kommen. 

Am oberen/unteren LCD-Monitorbereich kann ein 
Lichtstreifen auftreten. Dies ist keine Fehlfunktion. 
Wenn der LCD-Monitor schrag gehalten wird, 
konnen an den Motivkonturen Treppenmuster 
auftreten. Dies ist keine Fehlfunktion. Dieser 
Treppenmustereffekt ist bei Wiedergabe weniger 
deutlich bemerkbar. 

Bei der Einwirkung niedriger Temperaturen kann 
sich die Einschaltung des LCD-Monitors verzbgern 
oderes konnen kurzzeitig Farbverschiebungen 
auftreten. Wenn Sie die Kamera an sehr kalten 
Orten verwenden, ist es niitzlich, sie gelegentlich 
an einen warmen Ort zu bringen. Sollte der LCD- 
Monitor aufgrund der niedrigen Temperaturen 
schlecht funktionieren, erholt er sich bei normalen 
Temperaturen wieder. 
Das LCD, das fur den Monitor verwendet 
wird, ist ein Prazisionsinstrument. Es konnen 
jedoch schwarze Punkte oder helle Lichtpunkte 
permanent auf dem LCD-Monitor erscheinen. Je 
nach Blickwinkel und Lichteinfall konnen diese 
Punkte unterschiedliche Farben und Helligkeit 
aufweisen. Dies ist jedoch keine Fehlfunktion. 

Rechtshinweise 

Olympus leistet keine Gewahr fur erwarteten 
Nutzen durch den sachgemaflen Gebrauch dieses 
Gerats und haftet nicht fur Schaden jeglicher Art, 
die aus dem sachgemafien Gebrauch dieses 
Gerats herruhren, oderfiir Forderungen Dritter, 
die aus dem unsachgemafien Gebrauch dieses 
Gerats herruhren. 

Olympus leistet keine Gewahr fur erwarteten 
Nutzen durch den sachgemaflen Gebrauch dieses 
Gerats und haftet nicht fur Schaden jeglicher Art, 
die aus der Loschung von Bilddaten herruhren. 
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Haftungsausschluss 

• Olympus ubernimmt keinerlei Haftung oder 
Gewahrleistung, weder ausdrucklich noch 
stillschweigend inbegriffen, fur den Inhalt oder 
die Bezugnahme auf den Inhalt des Textmaterials 
oder der Software, und ubernimmt keinerlei 
Haftung fur die stillschweigend angenommene 
Gewahr bezuglich der Marktgangigkeit oder 
Eignung fur jedweden Zweck oder fur jedwede 
Folgeschaden, Begleitschaden oder indirekte 
Schaden (einschliefclich, doch nicht beschrankt auf 
Schaden durch Geschaftsverlust, Geschaftsausfall 
oder Verlust von Geschaftsinformationen), die 

aus dem Gebrauch oder der Unfahigkeit zum 
Gebrauch des Textmaterials oder der Software 
oder dieses Gerats herruhren. In einigen Landern 
sind die Haftungsbeschrankung oder der 
Haftungsausschluss fur Folge- und Begleitschaden 
nicht zulassig. In diesem Fall treffen die 
diesbeziiglichen obigen Angaben nicht zu. 

• Alle Rechte fur dieses Textmaterial liegen bei 
Olympus. 

Zu Ihrer Beachtung 

Das unbefugte Fotografieren sowie der 
unbefugte Gebrauch von urheberrechtlich 
geschutztem Material kann gegen geltendes 
Urheberrecht verstoflen. Olympus ubernimmt 
keinerlei Haftung fur Urheberrechtsverletzungen, 
die aus dem unbefugten Fotografieren oder 
Gebrauch oder aus jedweder sonstigen 
unbefugten Handhabung von urheberrechtlich 
geschutztem Material herruhren. 

Urheberrechtshinweis 

Alle Rechte vorbehalten. Dieses 
Textmaterial oder die Software durfen nicht 

- weder vollstandig noch auszugsweise 

- reproduziert und in keiner Ausfuhrung 
oder Form, weder elektronischer noch 
mechanischer Art, einschlielilich Fotokopien 
und elektromagnetischer Aufzeichnungen 
oder jedweder Form von Datenspeicherung 
und -abruf, ohne ausdruckliche schriftliche 
Genehmigung der Firma Olympus verwendet 
werden. Olympus ubernimmt keinerlei Haftung 
fur den Gebrauch der in diesem Textmaterial 
oder der Software enthaltenen Informationen 
oder fur Schaden, die aus dem Gebrauch 

der in diesem Textmaterial oder der Software 
enthaltenen Informationen herruhren. Olympus 
behalt sich das Recht vor, die Ausfiihrung 
und den Inhalt dieses Textmaterials oder der 
Software ohne Vorankundigung zu andern. 





Fur Kunden in Europa 

Das (CE)-Zeichen bestatigt, dass dieses 
Produkt mit den europaischen Bestimmiingen 
fur Sicherheit, Gesundheit, Umweltschutz 
und Personenschutz ubereinstimmt. Mit dem 
(CE)-Zeichen versehene Kameras sind fur den 
europaischen Markt bestimmt. 

Dieses Symbol [durchgestrichene Mulltonne 
nach WEEE Anhang IV] weist auf die getrennte 
Rucknahme elektrischer und elektronischer 
Gerate in EU-Landern hin. 
Bitte werfen Sie das Gerat nicht in den Hausmull. 
Intormieren Sie sich uber das in Ihrem Land 
giiltige Rucknahmesystem und nutzen dieses 
zur Entsorgung. 

Dieses Symbol [durchgestrichene Mulltonne 
nach Direktive 2006/66/EU Anhang II] weist auf 
die getrennte Rucknahme von Batterien und 
Akkumulatoren in EU-Landern hin. 
Bitte werfen Sie Batterien und Akkumulatoren 
nicht in den Hausmull. Informieren Sie sich uber 
das in Ihrem Land giiltige Rucknahmesystem 
und nutzen Sie dieses zur Entsorgung. 

Sicherheitshinweise zum Gebrauch des 

Akkus und Ladegerats 

Es wird ausdrucklich empfohlen, ausschliefllich 
einen Akku und ein Ladegerat zu verwenden, 
welche als Original-Olympus-Zubehor erhaltlich 
und spezifisch fur diese Kamera geeignet sind. 
Falls ein Akku und/oder ein Ladegerat einer 
anderen Ausfuhrung als Original-Olympus- 
Zubehor verwendet werden, kann es infolge 
von auslaufender Akkuflussigkeit, Oberhitzung, 
Funkenbildung zu Schaden am Akku, sonstigen 
Schaden und Verletzungen kommen, und es 
besteht Feuergefahr. Olympus haftet nicht fur 
Unfalle und Schaden, welche auf die Verwendung 
von Akkus und/oder Ladegeraten einer anderen 
Ausfuhrung als Original-Olympus-Zubehor 
zuruckzufuhren sind. 

Garantiebedingungen 

1 Sollte an dem Produkt trotz sachgemaRer 
Handhabung (entsprechend den Angaben in 
der zugehd rigen Bedienungsanleitung und in 
den Sicherheitshinweisen) innerhalb von zwei 
Jahren nach dem Erwerb von einem autorisierten 
Olympus Handler ein Defekt auftreten, wird 
das Produkt innerhalb des Geschaftsbereiches 
der Olympus Imaging Europa GmbH, dessen 
Ausdehnung auf der Website 
http://www.olympus.com aufgefuhrt 
ist, kostenlos repariert oder nach Wahl 
von Olympus umgetauscht. Wenn fur 
Reparaturarbeiten Garantieanspruche 
geltend gemacht werden sollen, mussen 
das Produkt und die Garantieurkunde vor 
Ablauf der zweijahrigen Garantiezeit bei der 
Verkaufsstelle oder jeder anderen autorisierten 
Olympus Kundendienststelle, des zur 
Olympus Imaging Europa GmbH gehorigen 
Geschaftsbereichs, dessen Ausdehnung auf 
der Website http://www.olympus.com aufgefuhrt 
ist, vorgelegt werden. Innerhalb von einem 
Jahr ab dem Kaufdatum kann im Falle von 
Reparaturarbeiten entsprechend der Weltgarantie 
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der Garantieanspruch an jeder beliebigen 
autorisierten Olympus Kundendienststelle geltend 
gemacht werden. Bitte beachten Sie, dass 
autorisierte Olympus Kundendienststellen nicht in 
alien Landern vorzufinden sind. 

2 Der Kunde hat das Produkt auf eigenes Risiko 
zum Olympus-Handler oder zum Olympus- 
Kundendienst zu transportieren und ist fur alle 
anfallenden Transportkosten verantwortlich. 

3 Innerhalb der Garantiezeit werden dem Kunden 
in den folgenden Fallen dennoch Kosten fur 
Reparaturarbeiten in Rechnung gestellt: 

a. Fur Schaden, die auf unsachgemafle 
Handhabung (anders als die Hinweise 
in der Bedienungsanleitung oder in den 
Sicherheitshinweisen) zuruckzufuhren sind. 

b. Fur Schaden, die auf Reparaturen, Umbau, 
Reinigung etc., die nicht von einer Olympus- 
Kundendienstelle vorgenommen wurden, 
zuruckzufuhren sind. 

c. Fur Schaden, die auf unsachgemafien 
Transport, auf Fall oder Erschutterungen etc. 
nach dem Kaufdatum zuruckzufuhren sind. 

d. Fur Schaden, die auf Feuer, Erdbeben, 
Oberschwemmung, Unwetter und andere 
Naturkatastrophen, Umwelteinflusse oder nicht 
vorschriftsgemafle Spannungsversorgung 
zuruckzufuhren sind. 

e. Fur Schaden, die auf unsachgemafie oder 
fahrlassige Lagerung (bei besonders hohen 
Temperaturen, hoher Luftfeuchtigkeit, in 
der Nahe von Insektiziden wie Naphtalin 
oder schadlichen Chemikalien etc.) bzw. 
unsachgemafie Wartung etc. zuruckzufuhren 
sind. 

f. Fur Schaden, die auf verbrauchte Batterien 
etc. zuruckzufuhren sind. 

g. Fur Schaden, die auf das Eindringen von 
Sand, Schlamm etc. in das Gerateinnere 
zuruckzufuhren sind. 

h. Wenn diese Garantieurkunde nicht bei der 
Reparaturannahme vorgelegt werden kann. 

i. Wenn die Eintragungen dieser 
Garantieurkunde bei den Angaben zum 
Jahr, Monat und Tag des Kaufdatums, 
Kundennamen, Handlernamen, zur 
Seriennummer etc. verandert wurden. 

j. Wenn der Kaufbeleg (Kassenbon) nicht 
zusammen mit der Garantiekarte vorgelegt 
werden kann. 

4 Die Garantiebedingungen gelten ausschliedlich 
fur das Produkt selbst. Andere Teile, wie 
Tragetasche, Tragegurt, Objektivdeckel, Batterien 
etc. fallen nicht unter diese Garantie. 



5 Unter dieser Garantie ist Olympus ausschliefilich 
zu der Reparatur oder dem Umtausch dieses 
Produktes verpflichtet. Ausgeschlossen vom 
Garantieanspruch sind Folgeschaden oder 
-verluste jedwederArt fur den Kunden, die 
durch einen Defekt dieses Gerats hervorgerufen 
werden. Dies gilt insbesondere fur den 
Verlust von und/oder Schaden an Objektiven, 
Filmmaterial sowie sonstige AusrCistungen und 
Zubehbrteile, die zusammen mit diesem Produkt 
verwendet werden, oder fur Gewinnausfall 
oder Einbuflen jedwederArt, die aus einer 
Verzd'gerung der Reparaturarbeiten oder 
dem Verlust von Daten herriihren. Zwingende 
gesetzliche Bestimmungen sind hiervon nicht 
betroffen. 

Hinweise zur Ausfertigung der 
Garantieurkunde 

1 Diese Garantie ist nur dann giiltig, wenn 
die Garantieurkunde seitens Olympus oder 
eines autorisierten Handlers ordnungsgemafl 
ausgefullt worden ist oder sonstige Dokumente 
ausreichende Nachweise enthalten. Vergewissern 
Sie sich daher, dass Ihr Name, der Handlername, 
die Seriennummer und das Kaufdatum (Tag, 
Monat, Jahr) vollstandig und gut leserlich 
eingetragen sowie der Original-Kaufvertrag 

bzw. -Kaufbeleg (einschliefilich Handlername, 
-adresse, Kaufdatum und Produktbezeichnung) 
der Garantieurkunde beigefiigt sind. Olympus 
behalt sich das Recht vor, kostenlose 
Kundendienstleistungen zu verweigern, falls 
die Eintragungen in der Garantieurkunde 
unvollstandig oder unleserlich sind oder die oben 
genannten Dokumente nicht beigefiigt bzw. die 
darin enthaltenen Eintragungen unvollstandig 
oder unleserlich sind. 

2 Es wird keine Ersatz-Garantieurkunde 
ausgestellt! Bewahren Sie diese Garantieurkunde 
daher sorgfaltig auf. 

• Weitere Einzelheiten zum autorisierten, 
internationalen Kundendienst- und Vertriebsnetz 
finden Sie in der Liste auf der Website: http:// 
www.olympus.com. 

Warenzeichen 

• IBM ist ein eingetragenes Warenzeichen der 
International Business Machines Corporation. 

• Microsoft und Windows sind eingetragene 
Warenzeichen der Microsoft Corporation. 

• Macintosh ist ein Warenzeichen der Apple Inc. 

• xD-Picture Card™ ist ein Warenzeichen. 

• microSD ist ein Warenzeichen der SD Association. 

• Alle weiteren Firmen- und Produkteigennamen 
sind eingetragene Warenzeichen/Handelsmarken 
der jeweiligen Rechteinhaber. 

• Die Bilddatenverwaltung dieser Kamera unterstutzt 
die DCF-Norm „Design rule for Camera File 
system" der JEITA (Japan Electronics and 
Information Technology Industries Association). 
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TECHNISCHE DATEN 



Kamera 



Produkttyp 


Digitalkamera (zur Bildaufzeichnung und -anzeige) 


Aufnahmesystem 


Einzelbild 


Digital-Aufzeichnung, JPEG (in Ubereinstimmung mit „Design rule for 
Camera File system" (DCF)) 


Gultige Standards 


Exif 2.2, Digital Print Order Format (DPOF), PRINT Image Matching III, 
PictBridge 


Tonaufzeichnung bei 
Einzelbildern 


Wave-Audioformat 


Film 


AVI Motion JPEG 


Speicher 


Interner Speicher 

xD-Picture Card (16 MB bis 2 GB) (TypeH/M/M+, Standard) 
microSD card/microSDHC card (bei Verwendung des mitgelieferten 
microSD-Adapters) 


Anzahl der effektiven Pixel 


10.000.000 Pixel 


Bildwandler 


1/2,3 Zoll CCD-Chip (primarer Farbfilter), 10.340.000 Pixel (brutto) 


Objektiv 


Olympus-Objektiv 6,7 bis 20,1 mm, f3,5 bis 5,0 

(entspricht einem 38 bis 114 mm Objektiv an einer 35 mm-Kamera) 


Belichtungsmessung 


Digitale ESP-Messung, Spotmessung 


Verse hlusszeit 


1/2 bis 1/1000 Sek. 


Aufnahmebereich 


0,5 m bis oo (W/T) (normal) 

0,2 m bis oo (W), 0,3 m bis oo (T) (Nahaufnahmemodus) 
0,07 m bis 0,5 m (nur W) (Super-Nahaufnahmemodus) 


LCD -Monitor 


2,7 Zoll TFT Farb-LCD-Monitor mit 230.000 Punkten 


Anschluss 


Multi-Connector (Gleichspannungseingang (DC-IN), USB-Anschluss, 
A/V OUT-Eingang) 


Automatisches Kalendersystem 


2000 bis 2099 


Umgebungsbedingungen 


Temperatur 


0°C bis 40°C (Betrieb)/ -20°C bis 60°C (Lagerung) 


Luftfeuchtigkeit 


30% bis 90% (Betrieb)/10% bis 90% (Lagerung) 


Spannungsversorgung 


Ein Olympus Lithium-lonen-Akku (LI-42B/LI-40B) oder ein Olympus- 
Netzteil 


Abmessungen 


89,0 mm (B) x 55,5 mm (H) * 20,3 mm (T) (ohne Gehausevorsprunge) 


Gewicht 


108 g (ohneAkku und Karte) 
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Lithium-lonen-Akku (LI-42B) 



Produkttyp 


Wiederaufladbarer Lithium-lonen-Akku 


Standardspannung 


Gleichspannung 3,7 V 


Standardkapazitat 


740 mAh 


Akkulebensdauer 


ca. 300 mal vollstandig aufladbar (je nach Verwendung) 


Umgebungsbedingungen 


Temperatur 


0°C bis 40°C (Auftadevorgang)/ 
-10°C bis 60°C (Betrieb)/ 
-20°C bis 35°C (Lagerung) 


Abmessungen 


31,5 x 39,5 x 6 mm 


Gewicht 


ca. 15 g 


Ladegerat (LI-40C) 


Netzversorgung 


Wechselspannung 100 bis 240 V (50 bis 60 Hz) 
3,2 VA (100 V) bis 5,0 VA (240 V) 


Ausgang : 


Gleichspannung 4,2 V, 200 mA 


Aufladezeit 


ca. 5 Stunden 


Umgebungsbedingungen 


Temperatur 


0 D C bis 40°C (Betrieb)/ 
-20°C bis 60°C (Lagerung) 


Abmessungen 


62 x 23 x 90 mm 


Gewicht 


ca. 65 g 


microSD-Adapter 


Produkttyp 


: microSD-Adapterfur microSD 


Umgebungsbedingungen 


Temperatur 


: -10°C bis 40°C (Betrieb)/-20 a C bis 65°C (Lagerung) 


Luftfeuchtigkeit 


: max. 95% (Betrieb)/ max. 85% (Lagerung) 


Abmessungen 


: 25,0 mm (B) * 20,3 mm (H) ><1,7mm (T) (Griff: 2,2 mm) 


Gewicht 


: ca. 0,9 g 



Design und techntsche Daten konnen ohne Vorankundigung geandert werden. 
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ripuKpenneHue peMemKa (powKaMepbi...99 

3apnflKa aKKyMynmopa 99 

YcTaHOBKa s (pomKaMepy aKKyMyiwropa 
h Kaprbi xD-Picture Card™ 

(npno6peraeTCf! OTffenbHo) 100 

Mcnonb30BaHne Kaprbi microSDAaprbi 
microSDHC (npno6peraercfi oraenbHO)... 101 

YcraHOBKa narbi » BpeMemi 101 

l/l3MeHeHiw a3biKa oro6paxem>m 102 

> CbeMKa, eocnpou3eedeHue u 
ydaneHue 103 

CbeMKa c onrnMaribHbiM 
AwacpparMeHHbiM hhctiom m CKopocrbio 

3arBopa (PexnM P) 103 

ripocMorp H3o6paxeHuti 104 

Y/ianeHHe n3o6paxeHnii bo BpeMft 
BocnpousBe/ieHMf! (Y/ianeHue oflnoro 
CHHMKa) 105 

> Hcnoub30eaHue pexuMoe cbeMKU.,.106 

Mcnonb30BaHne Hawnymuero pexuMa 

ffna CLieHbi cbeMKH (PexnM SCN) 106 

CbeMKa c aBTOMamnecKHMH 

ycranoBKaMH (PexnM iHttlO) 106 

l/lcnonb30BaHne pexuMa ijm<Ppobom 
cra6nnn3aLinn M3o6paxeHMf! 

(PexHM tffl/)) 107 

Bn/feocbeMKa (PexnM Q>) 107 

V 

• BjiaroAapuM Bac 3a npno6peTeHne uncppoBOM 
4)0T0KaMepbi Olympus, flnn acp4)eKTMBHoro 

h npaBMnbHoro ncnonb30BaHMfi (poTOKaMepbi 
nowajiywcTa, BHMMaTenbHO npoHmaiiTe sto 
pyKOBOACTBO nepeA HananoM ncnonb30BaHnn hoboh 

CpOTOKaMepbl. CoxpaHHTe pyKOBOACTBO, HT06bl 

ncnonb30BaTb era flnn cnpaBKM b flajibHeMiueM. 

• ripe>Kfle neM flenaTb BawHbie 4>OTorpacpMH, 
peKOMeHAyeTca cflenaTb HecKonbKO npo6Hbix, HTo6bi 
npuBbiKHyrb k hobom cpoTOKaMepe. 



> Hcnojib3oeamie cpyM<miu 

cbeMKU 108 

Mcno/ib30BaHne onrmecKOfi 

TpaHcdjoKaLfHH 108 

llo/icBeTKa o6beKra Ha cpOHe 

(OCB. TEHEI4) 108 

Mcno/ib30BaHne BcnbiwKH 109 

PerynnpoBKa ftpKocm 

(KoMneHcamw 3Kcno3^Linn) 109 

CbeMKa KpynHbiM nnaHOM 

(MaKpocbeMKa) 110 

Mcno/ib30BaHne raHMepa 

aBTOcnycKa 110 

> rienamb 111 

r- Hcnoiib3oeaHue OLYMPUS 
Master 2 112 

> ripunoxemie 114 

!4cnofib30BaHne Aflanrepa microSD... 114 

MEPbl nPEflOCTOPOXHOCm 114 

TEXHI4HECKHE 

XAPAKTEPMCTMKM 120 



• B uennx nocTonHHoro coBepweHCTBOBaHHn cbohx 
M3AejiMM KOMnaHHfl Olympus ocTaBnneT 3a co6oii 
npaBO Ha o6HOBneHMe nni<i M3MeHeHMe CBefleHMM, 
coAep>KatAHXcfl b stom pyKOBOACTBe. 

• MnniocTpauMM SKpaHOB m cpoTOKaMepbi b stom 
pyKOBOflCTBe cflenaHbi bo Bpeiuin pa3pa6oTKM v\ 
MoryT BbimnfleTb MHane neM neiicTBmenbHoe 
M3Aenne. 



HoMepa CTpaHMM Ann ccbmoK npuBeneHbi Ann MHCTpyKMMM no 3KcnnyaTau,wn (Ha npunaraeMOM flucKe 
CD-ROM). OTHOCHTenbHO flanbHewweii MHCpopMaunn o6pamaiiTecb, noxranyiicTa, k MHCTpyKU.nn no 
SKcnnyaTauMM Ha flkicKe CD-ROM. 
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floflroTOBKa cfDOTOKarviepbi 



TlposepKB coflepxcMMoro 

KOpo6KH 



3apnp,Ka aKKyMyriHTopa 




l_|ncppoBafl cfioTOKaMepa 





MOHHO-nMTMGBbIM 

aKKyMynmop ^ 
3apaflHoe 

yCTpOMCTBO 



MOHHO-JIMTHeBblli 

aKKyMyrmrap LI-42B 



3apnflHoe ycTpoiicTBO 
LI-40C 






Bbixofl nepeMeHHoro TOKa 



MHflMKaTOp 3apflflKM 

TopuT: 3apnflKa 
He ropm: 3apflfl«a 
BbinonHeHa 




flHCK CD-ROM c 
nporpaMMoii OLYMPUS 
Master 2 



AyAno-/BHfleoKa6ejib 



Aflamep microSD 



npoHne He noKa3aHHbie npnHa,qne>KHOCTii: 
MHCTpyKL(MFi no aKcnjiyaTaqHM, rapaHTMMHbiH ranoH 
KoMnneKT nociaBKH MO>KeT pa3nnHaTbca b 
3aBMCMM0CTM ot Mecia npwoSpeTeHMfl. 

npHKpBn/tBHHe pBMeuMKa 
tpOTOKaiuepbi 



(7) AKKyMynnTop nocTaBnneTcn nacTUHHO 
3apfi)KeHHbiM. Ilepefl ncnonb30BaHneM 
o6fl3aTenbHO 3apnflMTe aKKyMynnTop ao 
Tex, noKa He noracHeT MHflMKaTop 3apnflKM 
(b TeneHne npn6rw3. 5 HacoB). 

/ rioApo6Hbie CBefleHHn 06 aKKyiviyrmTope 
m 3apnflHOM ycTportcTBe npuBeAeHbi b 
pa3flene "AKKyMynnTop m 3apnflHoe 

yCTpOMCTBO" (CTp. 48). 

Korfla cneflyeT 3apfl>naTb aKKyMyjiHTop 

3apa>KaMTe aKKyiviynflTop, Korfla noflBnaeTca 
noKa3aHHoe HM>Ke coo6mei-Me 06 omnSKe. 



MuraeT KpacHbiM 




BAT. PA3Pfl>KEHA 



CnpaBa BBepxy 

MOHMTOpa 



CooSmeHne 06 0Lun6Ke 



Hafle)KHO 3aTfiHHTe peMewoK, HTo6bi oh He 
cocKOJ~ib3Hyn. 
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YcraHOBKa b (poTOKarwepy 
aKKyMynnropa h Kapm xD- 
Picture Card™ (npMo6peraeTcn 
OTflenbHo) 

Q) He BCTaBJifiMTe b cfcoTOKaMepy Hunero 
Kporwie KapTbi xD-Picture Card mjih 
AflanTepa microSD. 





PyHKa cpMKcaTopa aKKywyjinTopa 

Q BdaBbTe 6aTapeKD co cropoHbi T, 
CMMBonoM Q k pyHKe cpMKcaTopa 
aKKyMynmopa. Ecjih aKKyMynmop 
BCTaBneH HenpaBunbHO, dpoTOKaMepa He 
pa6oTaeT. 

/ BdaBbTe aKKyMynaTop, Ha)KMMan pyHKy 
dpMKcaTopa aKKyrwiynaTopa b HanpaBneHnn 
CTpenKM. 

(7) Ha>KMMTe pyHKy cpuKcaTopa aKKyMynnTopa b 
HanpaBneHHM CTpenKM flj~m pa36noKnpoBKM, 
a 3aTeiwi M3BneKHTe aKKyrwiynaiop. 




Q) Pobho BdaBbTe KapTy naMATH, noKa OHa He 
3aiuenKHeTCfi Ha MecTe. 

Q) He npMKacawTecb HenocpeflCTBeHHO k 
o6nacTM KOHTa ktob. 




/ flaHHaa dpoTOKaMepa no3BormeT 
nonb30BaienK) BbinonHfiTb cbeMKy c 
ncnonb30BaHneM BHyTpeHHew nawflTH, 
flawe KorAa KapTa xD-Picture Card 
(npno6peTaeTcn OTAenbHo) He BCTaBfieHa. 
"Mcnonb30BaHMe KapTbi naMfiTH xD- 
Picture Card" (cTp. 49) 

KODMHeCTBO coxpaHfieMbix chmmkob 

(HenOflBIDKHblX H306pa>KeHMH)/ 

AnMTejibHOCTb 3anncn (BMaeoc"beiwiKa) 
Ha BHyTpeHHen naMfiTH h KapTe xD- 
Picture Card" (cTp. 50) 

XqaiieHiie KapTbi naMHTM xD-Picture Card 




Q) Ha>KHMatiTe Ha KapTy flo Tex nop, noKa He 
nocnbiLUMTca menHOK h OHa HeMHoro He 
BbiABMHeTca, a 3aTeM 3axBaTMTe KapTy 
HTo6bi M3BneHb ee. 
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McnonbsoBawie KapTbi 
microSD/icapTbi microSDHC 
(npMo6pQTaercn oTQenbHo) 

KapTa microSD/KapTa microSDHC (flanee 
KapTa microSD) TaioKe coBMecTMMa c gtom 
cpoTOKaMepoM npn ncnorib30BaHMM Aflarrrepa 
microSD. 

/ "Mcnonb30BaHne Aflame pa microSD" 
(CTp. 51) 

1 BcTaBbTe KapTy microSD b 
AflanTep. 




BcTaBbTe KapTy flo 

KOHLia. 



YcraHOBKa flarbi h bpgmghm 

YcTaHOBneHHbie b stom pa3flene flaTa m BpeMn 
coxpaHfltoTca fljia npucBoeHun Ha3BaHHM cpaMJiaM 
M3o6pa>KeHMM, nenaTM flaTbi m APyrux flaHHbix. 



1 CflBMHbTG 3aCJ10HKy 06"b6KTMBa 
BHM3, HT06bl BKJlrOMHTb KaMepy. 

• Ecnn AaTa v\ Bpeiwa He yciaHOBneHbi, 
OTo6pa3MTca SKpaH ycTanoBKM p,aib\ m BpeMemr 



0— in$\ 
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r M fl BPEMfl 

^ 






EE 


r/M/fl 


OTMEHA »wenu 



3KpaH yCTaHOBKM flaTbi m BpeMeHM 



2 BcTaBbTe AflanTep microSD b 
cpOTOKaiuepy. 




flna M3BnGHeHMR KapTbi microSD 




BbiHMMaMTe KapTy 6e3 nepeKocoB. 

He npuKacaiiTecb k o6nacTH pa3"beMOB 
AflanTepa mtih KapTbi microSD. 



2 Mcnorib3yMTe ▲ T , HTo6bi 

Bbi6paTb rofl ana napaMeTpa [!"]■ 



W ► 



r M fl BPEMfl 



1 2008 1 



OTMEHA *m™ 



3 HawMMTe KHOnKy 3], HToBbi coxpaHMTb 
HacTpoHKy ans\ napaMeTpa 



w + 



r m fl bpemh 



OTMEHA »H5 
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4 AHanornHHO flewcTBMHM nyHKTOB 

2 M 3 Mcnonb3yMTe ▲ T ^ ► m 
£| flnn ycTaHOBKM napaiuieTpoB [M 
(Mecau)], [fl (hmcjio)] m [BPEMfl 
(nacbi m MMHyTbi)]. 

Q) fljlfl BbinOHHeHMfl TOHHOM HSCTpOMKH BpeMeHM 

Ha>KMMTe KHonKy g b MOMem, KorAa npoaByHMT 
curHan TOHHoro BpeMeHH 00 ceKyHfl. 

Q) fljin H3MeHeHMfl AaTbi h BpeMeHH 
BbinonHHTe HacTpoMKy M3 Memo. [(^) 
(flaTa/BpeMfl)] (cTp. 35) 

flna npoBepKM flaTbi m BpeiuieHM 

Ha>KMMTe KHOnKy DISP. npM BblKfllOHeHHOtl 

cpoTOKaMepe. TeKymaa flaTa h BpeMS 
OTo6pa>KaK)TCfl b TeneHne npn6nn3MTejibHO 

3 ceKyHfl. 

H3M6H6HHH H3blKa 

OToBpaxeHMn 

Mo>KHO Bbl6paTb S3blK fljlfl MeHK) M COo6u4eHMM 

06 OLUki6Kax, OTo6pa>KaeMbix Ha MOHMTope. 

1 Ha>KMMTe KHOnKy MENU, 3aTeiui 
Ha>KMMT6 ATO Rna Bbi6opa 
[Yf HACTPOMKA]. 




3 Mcnorib3yMTe ▲ T fl/in Bbi6opa 
nono>KeHMa [ftJT=|] n h3)kmmt6 
KHOnKy B| . 




EB33^^B PORTUGUES|PT) 

CESKY PORTUGUES|BR| 

NEDERLANDS SVENSKA 

DANSK NORSK 

POLSKI SUOMI 



HA3Afl*MENj 



yCTAH<IOKI 



4 Mcnonb3yMTe A T A ► flifl 
Bbi6opa n3biKa n naxMme 
KHOnKy 3. 

5 Ha>KMMT6 KHonKy MENU. 



2 Ha>KMMTe KHOnxy H. 




HACTPOflKA 




(POPMAT. 




PE3EPB. 




MS IpyccKnii | 






HET 




COXP. HACTP. 


HET 


BblXOfl»Si«j 


YCTAH » ^OKl 



102 RU 



C-beMKa, BocnpoM3BefleHMe m yflaneHMe 



C~b6MKa C On THMa/lbHblM 

RMatpparMeHHbiM hmcjiom m 
cKopocTbto 3arsopa (PexcMM P) 

B 3TOM pe>KMMG MO>KHO MCnOJlb30BaTb 

aBTOMaTunecKyK) cteMKy cpoTOKaiviepoM, npn 
3tom TaioKe flonycKafOTcn npn Heo6xoflMMOCTM 
M3MeHeHMfl LunpoKoro flnana30Ha cpyHKMW/i 

MeHHD CbGMKM, T3KMX KaK KOMneHCaL(M3 

3Kcno3Mi4HM, 6anaHC 6enoro m flp. 

1 CflBMHbTe 3acnoHKy o6"beKTMBa 
BHM3, HT06bl BKJlhOHMTb KaMepy. 



3 Ha>KMMTe KHonKy cnycKa 

3aTBopa ao nonoBMHbi, HTo6bi 
ccpOKyciipOBaTbcn Ha o6~beKTe. 

• Korfla cpoTOKaMepa ccpoKycwpyeTca Ha oSbeiae, 
3Kcno3MMna SnoKupyeTcn (oTo6pa>KaKiTcn 
CKopocTb 3aTBopa m 3Ha4eHne anepTypu), h 
BM3npHaa MeTKa AO MeHaeT l\b&t Ha seneHbiM. 

• Ecnn BM3npHayi MeTKa AO MuraeT KpacHbiM, 
cpoTOKaMepa He CMoma BbinojiHMTb cpoKycnpoBKy 
flonpoSyMTe BbinonHwrb cpoKycupoBKy eme pa3. 




(7) "OoKycMpoBKa" (cTp. 46) 



>KK-Mohmtoi 



2 flep>KMTe cpoTOKawiepy b pyKax n 
CKOMnoHyMTe chmmok. 



>KK- 




MOHMTOp 



ropn30HTanbHbiM 3axBar 





BepTMKanbHbiM 3axBar 
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fljifl BbinojiHeHM^ CbeMKM n/iaBHO 
Ha>KMMTe KHonxy cnycKa saTBopa 
nojiHOCTbto bhm3, CTapaacb npn 
3tom He TpncTii 4>OTOKaMepy. 



ripOCMOTp M306pa>KBHMH 



Ha>KMMTe 

nOHHOCTbK) 




3KpaH npocMcrpa M3o6pa>KeHHfl 

flna npocMOTpa chhmkob bo Bpeiuin cbeMKii 

HawaTwe khoiikh H no3BonfieT 
BOCnpOM3BOflL1Tb H3o6pa>KeHHfl . HTo6bi 
BepHyTbca k cteMKe, rm6o h3>kmhtg KHonKy 
Q em,e pa3, jim6o Ha>KMHTe KHonKy cnycKa 
3aTBopa HanonoBMHy bhm3. 



fljlfl BMfleOCbGMKM 

"BMAeocteMKa (Pe>KMM f 



r (cTp.17) 



KorAa cbeMKa 3aBepiueHa 

flflfl BblKflKDHeHUfl CpOTOKaMepbl CflBMHbTe 

3acnoHKy o6beKTHBa BBepx. 
/ Bee HacTpoiiKM, Kpc-Me P m BbiSpamnoM 

CK»KeTHOM nporpaMMbl npM BblKJllOHei-MM 

KaMepbi BepHyTcn k 3HaHeHMflM no yMonnaHHio. 



1 Ha>KMMTe KHonKy I"* 7 ! . 



Hoiwep Kaflpa 




BocnpoMSBeAeHne n3o6pa>KeHHfl 



2 Mcno/ib3yMTe A T -4 ► , HTo6bi 
Bbi6paTb M3o6pa>KeHMe. 



l~loKa3biBaeT 
1 0 KaflpoB 
nepefl TGKymuM 

CHMMKOM 




noKa3biBaer 
cneflyioLijMM 

CHMMOK 



noKa3biBaeT 10 
KaflpoB nocne 
xeKy Libera 

CHMMKa 



(./.. Mo>kho M3MeH3Tb pa3Mep OToOpaweHMa 

CHMMKa. "MHfleKCHbIM npocMOTp, 

KaneHflapHbiM npocMOTp m npocMOTp 
KpynHbiM nuaHOM" (cip. 21) 

fl/lfl BOCnpOM3BefleHM51 BHflGOCbeMKM 

Bbi6epnTe BMfleo3aniicb h h3>kmmtg 
KHonKy H. 




Bufleo 
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OnepauHM bo Bpeivm 
Bocnpon3BeAeHna BMAeo3aniicii 
TpoMKOCTb: Bo BpeMfl Bocnpon3BefleHLifl 
Ha>KMMawTe A ▼■ 

YcKopeHHbiM nepexofl enepefl: Ecnn 
Ha>KaTa KHonKa ► , BKHKiHaeTcn pewwvi 
ycKopeHHoro nepexofla Bnepefl. 
YcKopeHHbiM nepexofl Ha3afl: Eonn 
Ha>KaTa KHonKa ^ , BK/iKiHaeTCfl pewwvi 
ycKopeHHoro nepexofla Ha3aA. 
flay3a: Ha>KMLiTe KHonKy j§|. 



McreKLuee BpeMfl/ 
oSmee BpeMfl 




Bo BpeMfl B0Cnp0M3BefleHMF1 

nepeMemeHkie k nepBOMy (nocneAHeMy) 
KaApy/noKaApoBoe nepeMeineHMe: 

Bo BpeMfl nay3bi Ha>KHMai/iTe ▲ flna 
OTo6pa>KeHLifl nepBoro Kaflpa, v\nw T 
Ana OTo6pa>KGHMFi nocneflHero KaApa. 
rioKa Ha>KaTa KHonKa , BMfleo3anncb 

BOCnpOM3BOflL1TCfl B oSpaTHOM 

HanpaBneHMM, a noKa Ha>KaTa KHonKa 
► , BHfleo3anncb Bocnpon3BOAMTcn b 

06blHH0M pe>KMMe. Ha>KMMTG KHonKy aha 
B0306HOBneHMfl BOCnpOM3BefleHMfl. 



YflaneHHB M3o6paxceHMM bo 

BpGMR BOCnpOM3BGflGHHfl 

(YflajieHMe ORHoro chhmks ) 



1 HawMMTe KHonKy Korfla 

OTo6pa>KaeTcn Bocnpon3Be,qeHne 
M3o6pa>KeHM^. KOTopoe HywHO yAaniiTb. 




2 Mcnonb3yMTe A ajih Bbi6opa [flA] 
M Ha>KMMTe KHonKy ?T|. 



© [^yflAJlEHME] (cTp. 31) 



Bo BpeMfl nay3bi 

fljIR OCTaHOBKM BOCnpOM3BeAGHM?l 

BMAeocbeMKii 

Ha>KMMTG KHonKyMENU. 
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Mcnojib3oeaHiie pexMMOB cigmkm 



Pe>KMM cbeMKH MeHfleTcn b nopnAKe P 
(m~in i AUTO ) (fcfl)) SCN npn Ka>KflOM HawaTHH 
KHonKH ripn nepeKfiKDHeHHH Bflpyrow 
pe>KHM CbeMKH 6onbLUMHCTBO HacTpoeK 
b pe>KHMax i AUTO , ((<fln m SCN 6yqeT 
H3MeHeHO Ha HacTpoMKM no yMonnaHHHD 
cooTBeTCTByiomero pe>KHMa CbeMKH. 



Mcnojib30BaHM& HaHjiynuiero 

pBJKMMa flflfi CLjOHbf CbeMKH 

(PexcMM SCN) 

1 Ha>KMMTe HecKOiibKO pa3 KHOnKy 
Q , HTo6bi 3aflaTb SCN- 



CbOMKa C 3BTOM3 THHGCKHMH 
yCT3HOBK3MM (P&3KHM iAUTO) 

OoTOKaMepa aBTOMaTHHecKM Bbi6npaeT 
flna flaHHoro croweTa onTMManbHbiii pe>KHM 

CbeMKH. 3TO nOflHOCTbKl aBTOMaTMHeCKMH 

pe>KMM, no3BonflK)Lnnii flenaTb chmmkm c 
ncnonb30BaHneM HannyHLuero pe>KHMa flna 
flaHHOM cueHbi Bcero rmwb HawaTweM Ha KHonKy 
cnycKa 3aTBopa. 

HacTpoMKH cbGMKM He,qocTynHbi b pe>KMMe i AUTO - 





BblXOfl YCTAH ♦ [OK] 



• noncHeHne BbiSpaHHoro pewwMa OTo6pax<aeTC5i, 
noKa Ha)Kaia m yqepwuBaeTca KHonKa 0. 

2 Mcno/ib3yMTe A ▼ fliifl Bbi6opa 
HamiyHLuero pewiiMa CbeMKM, m 
Ha>KMMTe KHonKy T\. 

OHaMOK, 
yKa3blBaK)LUMH 
Bbl6paHHblM 
CK)>KGTHblH 
pe>KMM 




2 Mcno/ib3yMTe A ▼ flJifl Bbi6opa 

P, MJ1M ^ ► flJlfl Bbl6opa [ liAUTOl 

(iAUTO)], 3aTeM hshcmiitg KHonKy ~3 
fl/in noflTBep>KfleHmi. 

HHflMKaTop pe>KMMa iAUTO 

HHflMKaTOp CMGH3GTC3 Ha 

3HanoK pe>KMMa CbeMKH, 
Bbi6paHHoro cpcroKaMepofi. 




l fljia H3MeHeHH* Ha flpyrow pe>KMM cu,eHbi . Hyo6b| np0BepHTb| KaK ^ pe>KMM cteMKM 6bm 

HcnonbsyMTe MeHio. [* :SCN] (cTp. 26) aBTOMaTM^ecKM BbiSpan #oTOKaMepoM T Ha>KMMTe 

KHonKy cnycKa aaTBopa flo nonoBMHbi, mjih 
Ha>KMMTe KHonKy DISR. 

Q) "Mcnonb30BaHne MeHto FUNC" (cip. 20) 

Q) flna CbeMKH b pejKMMe P Bocnonb3yMTecb 
MeHK) FUNC fljifi nepexofla k P. 
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HcnO/lb30B3HHB pe}KHMa 
IjHCppOBOM CTa6n/tH3aLfHH 
n3o6pa>KBHna (PeXCMM f(<fl))) 

3T0T pe>KMM flaeT nonb30BaTejlK) B03M0>KH0CTb 
yMeHbLUaTb pa3MblT0CTb, o6ycjioBJieHHyio 
Apo>KaHi<ieM cpoTOKaMepbi n nepeMemeHLieM 
o6teKTa. 

"t Ha>KMMTe HecKOJibKO pa3 KHOnKy 
Q , HTo6bi 3aflaTb (fcfl)). 



MHflMKaTop pe>KMMa (ftfl)) 




OflHOBpeMGHHO 3anncbiBaeTca 3ByK. 

1 Ha>KMMTe HecKOJibKO pa3 KHOnKy 
Q , HTo6bi 3aflaTb SCN 

2 Mcnonb3yMTe ▲ T flJin Bbi6opa 
[£9 BMflEO] m Ha>KMMTe KHOnKy jl]. 



MHflMKaTOp 

pe>KMMa £9 




Mcno/ib30BaHne 3yMa 

Bo BpeMfl 3anncn (pmibMa onTMHecKMti 
3yM HeflocTyneH. Hcnojib3yi/iTe onqmo 
[UMtPPOBOM 3YM] (cTp. 25). 



3 Ha>KMMTe KHonKy 3aTBopa 

HanOJIOBMHy BHM3, HT06bl 

BbinOJIHMTb cpoKycupoBKy Ha 
o6i>eKT, m nnaBHO Ha>KMMTe KHOnKy 

nOJIHOCTbK) BHM3, MT06bl HaHaTb 

3anncb. 




nonHOCTbio OcTaBiueeca BpeMfl 3anncn (CTp. 51) 



4 nnaBHO HaiKMMTe KHonKy 

3aTBOpa nOJIHOCTbK) BHM3, HT06bl 
OCTaHOBMTb 3anncb. 
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l1cnOJlb30BaHMe CjDyHKUMM CbGMKM 



Mcnonb30BaHne onruHecKOH 

TpaHC<pOKai4MM 

Ha>KaTiie pbinara 3yi\ia perynnpyeT flnana30H 

CbeMKM. 

Ha>KMMTe b CTOpoHy W Ha>KMme b dopoHy T 
(LilMpoKoyroribHbm) (TenecpoTo) 




MHflMKaiop yBennneHMfl 

Q) OnTMHecKMM 3yM: 3*, qncppoBoii 3yM: 5* 

CteMKa 6ojibLuero KOJiiineCTBa 
cpotochhmkob 6e3 yMeHbLUeHMH 
KanecTBa M3o6pa>KeHMM 
[OnTMM. 3YM] (cTp. 24) 

CteMKa 6ojibLuero KOJiiineCTBa 

CpOTOCHMMKOB 

[UMOPOBOM 3YM] (cTp. 25) 

Q) rioflBneHne nonocbi TpaHccpoKaqHH 
yKa3biBaeT cocToaHHe onTMManbHoro 
yBennHeHnn/i4McppoBoro yBennneHHn. 



ripn 

ncnonb30BaHMM 

OnTMHGCKOrO 

yBe/iMHeHMfl 



fluanasoH onTwnecKoro yBe/iMHeHun 



Plpn 

MCnonb30BaHMH 

onTMMajibHoro 

yBGJlMHGHMFI 



ripn 

MCnonb30BaHMM 

MH0poBoro 
yBe/iMHeHMfl 



flnana30H onTMMa/ibHoro 
yBenHHeHna 



flnana30H MucppoBoro 
yBennneHMfl 



noflCBerica o6-beKra Ha cpoHo 
(OCB. TEHEM* 1 ) 

OoTOKaMepa HaxoflHT jihmo nenoBeKa, KOTopoe 
3aTGMHGHO cpohobom noflCBGTKOM, m flenaeT ero 
npne flna Bbinormei-MFi cpoTOCHMMKa. 
' 1 TexHonorna ocBerneHMfl renew 



1 Ha>KMMTe KHonKy 




2 Mcnonb3yMTe -4 ► flux Bbi6opa 

OnL|MM [ON] M H3>KMMTe KHonxy 31 
flJIH yCTaHOBKM. 

3 HanpaBbTe cpoTOKawiepy Ha o6i>eKT. 
ripoBepbTe paMKy, noflBJinromyiocfl 
BOKpyr jHnja, o6Hapy>KeHHoro 
Kaiuiepoii, a 3aTeiui Ha>KMMTe KHonKy 
3aTBopa fljin BbinonHeHkin cm-iMKa. 

Q fl™ HeKOTopbix o6"beKTOB paMKa MO>KeT He 
noflBjiaTbCfl mjih flnn ee noHBneHkifl MoweT 
noTpe6oBaTbca HeKOTopoe BpeMa. 

/ [~lpn ycTaHOBKe b nono>KeHMe [ON] onm-ia 
[3AMEP] (CTp. 25) aBTOMaTHHecKM 
(pMKCMpyeTcn b nojio)KeHMM [ESP], a 
onu,m [PEW.ABTOOOK.] (CTp. 25) 
aBTOMaTHHecKM (pMKCMpyeTcn b nono>KeHMM 
[OnPEfl. J1MI4A]. 
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Hcnojib30BaHne BcnbiuiKH 

Mo>KHO Bbl6npaTb CfiyHKLtMM BCnblLUKM flflfl 

HamiyHLuero cooTBeTCTBua ycnoBMAM cteMKM h 
4)opMnpoBaHMa Hy>KHoro M3o6pa>KeHMn. 

1 HawMkiTe KHonKy % . 



\0, 



(B- . ' - £5 






Up 

f . v 


pii[.r«>»wM 



2 Mcnojib3yMTe ^ ► fljia Bbi6opa 

BapMaHTa HaCTpOMKM M HajKMMTG 

KHonKy 31 fl na noflTBep>KfleHMfi. 



llyHKT 


OnncaHne 


BCnblLLIKA ABT 


BcnbiiuKa cpaGaTbiBaeT 
a bto m aTM h ecKH npM cnaGoM 
ocBemeHMM Mfin cteMKe npoTi/iB 
CBeia. 


KP. TflA3A 


CpaGaTbiBaeT npeflBapurenbHaa 
BcnbiLUKa fljw yMeHbLueHMfl 
acpcpeKTa KpacHbix ma3 Ha Baiunx 

CpOTOCHMMKaX. 


3An0HH?1f0liJAH 


BcnbiiuKa cpa6aTbiBaeT 

HG3aBMCMMO OT yCJlOBUM 
OCBGIHGHHOCTM. 


BCnblLU.BblK/1. 


BcnbiiuKa He cpaSaibiBaeT. 



PerynnpoBKa npKOCTH 
(KoMn&Hcamtn OKcno3Ht^HH) 

CraHflapTnyK) apKocTb (cooTBeTCTByjoinyK) 

3KCn03ML(MK)), yCTaHOBJieHHyK) CjDOTOKaMepOH, 
MO>KHO yBeJlHHMTb MflM yMeHbUJMTb flTlH 

nonyHeHHfl HywHoro ci-MMKa. 
1 Ha>KMMTG KHonKy 0. 




KOMn. 3KCn03. 







M 


| *-iul 



3HaHeHne KOMneHcauuM 3Kcno3ML4MM 

2 C nowioinbK) ▲ ▼ ^ ► Bbi6epnTe 
HyxtHyio npKOCTb M3o6pa>xeHMa m 

Ha>KMMTe 7]. 
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C-bBMKa KpynHbiM nnaHOM 
(MaKpoc-beMKa) 

3Ta cfcyHKUkin no3BOfineT cpoTOKaMepe 

BbinonHflTb CpOKyClipOBKy M CbeMKy 06beKT0B Ha 
6J1M3KOM paCCTOflHHU. 

1 Ha>KMMTe KHOnKy flj. 




2 Mcnojib3yMTe ^ ► fljia Bbi6opa 

BapnaHTa HaCTpOMKkl M Ha>KMMTe 

KHonKy H fl na noflTBep>KfleHMH. 



IlyHKT 


OnncaHMe 


0TKJ1. 


Pe>KMM MaKpO OTKTlHDHeH. 


MAKPOC"bEMKA 


no3BOJineT BbinojiHflTb cteMKy c 
paccTOflHMn 20 cm -1 (30 cm" 2 ) flo 
oGteKTa. 


CyflEPMAKPO' 3 


nosBOJineT BbinojiHATb cfeeMKy c 
paccTOAHMfl ot 7 cm flo o6"beKTa. 

HGB03MWKHO BbinOJIHMTb 

cpoKycupoBKy Ha o6beKTax, 
HaxoflniMMXcn Ha paccroflHun 50 
cm mjim flanee. 



" 1 Korfla yBejiMHeHne Haxoflmcfl Ha caMOM lunpoKow 

ycTaHOBKS (W). 
" 2 Konqa yBe/iMHeHne Haxoflmcfl b caMOM KpawHew 

HacTpoHKG Tenecporo (T). 
" 3 YBennHeHne perynnpyeTCFi aBTOMaTHHecKH. 



/ HeB03MO>KHO ydaHOBHTb BCnblLUKy 

(CTp. 19) M TpaHCCflOKaTOp (CTp. 18) BO 

BpeMfi MaKpocteMKM. 



Hcnonb3oaaHHB ranMepa 
asrocnycKa 

nocne Ha>KaTHfl KHoriKM cnycKa 3aTBopa 
nonHOCTbK) bhm3 cteMKa BbinonHneTCfi nocne 
MCTeneHna BpeMGHHoPi 3aflep>KKH. 

1 Ha>KMMTe KHonKy 0. 




2 Mcnonb3yMTe A T flnw Bbi6opa 
BapMaHTa HaCTpOMKM M Ha>KMMTe 
KHonKy 3D AJifl noflTBep>KfleHHsi. 



riyHKT 


OnucaHne 


OFF 


OTMeHfleT TaMMep aBTOcnycKa. 




JlaMna TawMepa aBTOcnycKa 




BioiioHaeTcn npn6nn3. Ha 10 


ON 


ceKyHfl, a 3aTeM MuraeT npn6nn3. 




2 ceKyHflbi, a noc/ie sroro 




BbinonHflercfl chhmok. 



/ CteMKa c aBTOcnycKOM aBTOMaTHHecKH 
OTMeHneTca nocne oflHoro CHMMKa. 

fljia OTMeHbi Taw Me pa aBTOcnycKa 
noc/ie Hanana ero pa6oTbi 

Ha>KMHTe KHonKy (*) eme pa3. 
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enaTb 



TlpnMan nenarb (PictBridge 1 ) 

C noMOLqbK) noflcoeflHHeHHfl cpoTOKaiviepbi k 
PictBridge-coBMecTMMOMy npuHTepy Bbi MO>KeTe 
HGnocpeflCTBeHHO nenaTaTb M3o6pa>KeHMfl 6e3 
ncnorib30BaHna KOMnbKnepa. 
HTo6bi y3HaTb, noAqep>KHBaeT jih Bam npuHTep 
CTaHflapT PictBridge, o6paTHTecb k pyKOBOflCTBy 
no 3KcnnyaTaL|MM npuHTepa. 

" 1 PictBridge - sto CTaHflapT, npeflHa3Ha4eHHbiM p,nn 
coeflMHeHna MHCppoBbix cpoTOKaMep m npMmepoB 
pa3nnHHbix npon3BOflMTenew p,nn npaMOM ne^a™ 

CpOTOCHMMKOB. 

Qj Pe>KMMbi nenaTM, pa3Mepbi Oywam v\ 
flpyrne napaweipbi, KOTopbie mo>kho 
ycTa h a Bn n BaTb Ha cpoTOKarviepe, 
pa3nnHaK)Tcn b 3aBMCMMOCTM ot 
ncnonb3yeMoro npHHTepa. 3a 6onee 
noflpoSHOM HHdpopMaMMeM o6pama£iTecb k 
pyKOBOACTBy no 3KcnnyaTai_inn npHHTepa. 

Qj OTHOCHTenbHO noflpo6HOCTew o flociynHbix 
Tunax 6yMarn, 3arpy3Ke 6yMarn h ycTaHOBKe 
KapTpn,q>KeH c nepHnnaMM o6paLi;aMTecb k 
pyKOBOACTBy no 3KcnnyaTai_inn npHHTepa. 

nenarb oflHoro chhmks co 

C T3Hfl3p THblMH yC T3HOBK3 M H 

npHHTepa [YftOE ilEHAT] 



1 OTo6pa3iiTe Ha MOHMTope chmmok, 
KOTOpbiM Hy>KHO HanenaTaTb. 

/ "llpOCMOTp M306pa>KeHMM" (CTp. 15) 

rienaTb TaioKe mo>kho HanaTb, KorAa 
dpoTOKaMepa BbiKHKineHa. Ilocne 
BbinonHeHHn p,e\/\CTBV\v\ riyHKTa 2 
ncnonb3yMTe A T A^fl BbiSopa nyHKTa 
[YflOB nEMAT], Ha>KMHTe KHonKy 
¥|. Mcnoj~ib3yi?iTe ^ ► p,nn BbiGopa 
H3o6pa>KeHMfi h nepertflMTe k nyHKTy 3. 



2 BKiiK)HMTe npuHTep, a 3aTeM 

coeflMHMTe npuHTep ii dpoTOKaMepy. 




3 Ha>KMMTe KHonKy rU flnn Havana 
nenaTM. 



4 HTo6bi HanenaTaTb flpyroe 

M3o6pa>KeHMe, ncnonb3yMTe -4 ► 
Arm Bbi6opa M3o6pa>KeHMfi n 
Ha>KMMTe KHonKy fl. 

flrm oKOHHaHiin nenaTM 

riocne OTo6pa>KeHMn Ha OKpaHe BbiSpaHHoro 
M3o6pa>KeHLifl OTCoeflHHHTe Ka6enb USB ot 
cpoTOKaMepbi h npHHTepa. 




RU 111 



Kic 



cnojib30BaHne OLYMPUS Master 2 



Tpe6oBaHna k chctgmg h 
ycraHOBKa OLYMPUS Master 2 

YcTaHOBHTe nporpaMMHoe oGecneneHkie 
OLYMPUS Master 2, oSpamaacb k 
npwjiaraeMOMy pyKOBOflCTBy no ydaHOBKe. 

flofifcoepinHeHne tporonaiviepbi 
k KOMnbiorepy 

1 y6eflMTecb, hto (poTOKawiepa 

BblK/lKJHeHa. 

• MOHMTOp BblKJlKMGH. 

• 3acnoHKa oSteKTKBa 3aKpbua. 

2 rioflcoeflMHMTe cpoTOKaMepy k 
KOMnbiOTepy. 

• OoTOKaMepa aBTOMaTMHecKM BtuiKwaeTCfl. 



USB 


































yCTAH«[OKl 



KpbiLUKa pasbeMa 

OTKpOMTe KpblUJKy 

pa3"beMa no 
dpe/iKe. 



yHMBepcanbHbiii pa3teM 




Q) YcTaHOBHTe MecTonono>KeHne nopTa 
USB, oOpaujancb k pyKOBOflCTBy no 
3KcnnyaTai4MM Baujero KOMnbhOTepa. 



3 Mcnonb3yMTe A ▼ fljia Bbi6opa 
[PC] m Ha>KMMTe KHonKy Ij. 

• KoiwinbtoTep aBTOMaTM^ecKH oSHapywwBaeT 
cpoTOKaMepy kbk hobos ycTpoPicTBO npn nepBOM 
noflcoeflMHeHMM. 

Windows 

nocne Toro, KaK KOMnbioTep o6Hapy>KHT 
cpoTOKaMepy, noflBwrcn coo6LyeHne, 
yKa3biBaK)Luee saBepiueHne HacTpowKM. 
OoTOKaMepa pacno3Haeica KaK cteMHbiM 
flMCK. noflTBepflMTe coodLyeHMe m menKHMTe 
OK. 

Macintosh 

Korfla 3anycTHTca iPhoto, BbififlUTe us iPhoto h 
3anycTHTe OLYMPUS Master 2. 

Q) rioKa cpoTOKaMepa noflcoeflWHeHa 
k KOMnbrOTepy, opyHKi^MM cterviKH He 
pa6oTaioT. 

(I'. iloAcoeflMHeHne cpoTOKaiuiepbi k 

KOMnbrOTepy nepe3 ko h u,& h TpaTop USB 
MOJKeT npuBecTM k HecTa6nnbH0ti paOoTe. 

Q) Korfla onqnn [MTP] yciaHOBneHa flna 
noflMeHKD, KOTopoe noflBnaeTcn npH 
HawaTMM ► nocne Bbi6opa onunH [PC] 
b nyHKTe 3, HeB03MO>KHO nepeHOCMTb 
M3o6pa>KeHMfi Ha KOMnbioTep c 
ncnonb30BaHneM OLYMPUS Master 2. 

3anycK OLYMPUS Master 2 

1 flBa>Kflbi inGJiKHHTG no np/ibiKy 
OLYMPUS Master 2 -*» . 

Windows 

||j noflBJineTcn Ha pa6oneM CTone. 
Macintosh 

H noflBnneTCfl b nanKe OLYMPUS Master 2. 

• nocne 3anycKa nporpaMMHoro oSecne^eHiia 
noflBrmeTca okho 6pay3epa. 

/ Korfla Bbi 3anycKaeTe OLYMPUS Master 
2 b nepBbiM pa3 nocne ycTaHOBKM, 
noflBnahOTcn "Ba30Bbie ycTaHOBKM" h 3KpaH 
"PerncTpai4nn". CneflytiTe HHCTpyKLiHflM Ha 
SKpaHe. 
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0yHKt4HOHHposaHHe OLYMPUS 
Master 2 



Korfla 3anycKaeTcn OLYMPUS Master 
2, Ha 3KpaHe noflBwrcji PyKOBOflCTBO no 
6bicTpoMy 3anycKy, KOTopoe noMO>KGT BaM 
6e3 Bonpoca o6pamaTbCH c cpoTOKaMepoPi. 
Ecnn PyKOBOfldBO no 6bicTpoMy 3anycKy 
He OTo6pa>KaeTCH, menKHMTe Ha naHenn 
3aflan, HTo6bi OTo6pa3MTb PyKOBOfldBO. 









...» 



OTHOCMTenbHO noflpo6HOCTeM o 
cpyHKLiMOHnpoBaHMM o6paLnai/iTecb K 
cnpaBOHHOMy pyKOBOfldBy nporpaMMHoro 
o6ecneHeHnn. 

flepe^ana h coxpaHeHne 

H306pa3KGHHH 6B3 

Mcnorib30BaHMn OLYMPUS 
Master 2 

flaHHan cpoTOKaMepa coBMecTMMa co CTaHflapTOM 
USB Mass Storage Class. Bbi MO>KeTe 
nepeHOCMTb h ynpaBJiHTb flaHHbiMH H3o6pa>KeHMH 
Ha BaujeM KOMnbioTepe, noKa cpoTOKaMepa n 
KOMnbioTep coeflHHeHbi Me>Kfly cd6om. 

Tpe6oBaHiin k cucTeivie 

Windows : Windows 2000 Professional/ 
XP Home Edition/ 
XP Professional/Vista 

Macintosh : Mac OS X v10.3 mjim 6onee 
no3flHna 

Q) Ha KOMnbHDTepe c Windows Vista, ecnw 
onm-ia [MTP] ycTaHOBneHa arm noAMeHK), 
KOTopoe nonBJiaeTcn npn HawaTi/m ► 
nocne Bbi6opa onunn [PC] b nyHKTe 3 
pa3flena 'TloAcoeflMHeHMe cpoTOKarviepbi 
k KOMnbioTepy" (cTp. 42), CTaineT 
AOCTyrma Windows Photo Gallery h t.a. 

(?) fla>Ke ecnn KOMnbtoTep wvieeT nopTbi 

USB, npaBunbHoe cpyHKLinoHMpoBaHne He 
rapaHTMpyeTcn b cneflyKni^MX cnynanx. 

• KoMnbsoTepbi c nopiaMH USB, 
ycTaHOBneHHbiMM c ncnofib30BaHneM KapTbi 
pacLUMpeHMn m t.a- 

• KoMnbioTepbi c OC, yciaHOBneHHOM He Ha 
3aBOfle-M3roTOBMTene, a TaioKe KOMnbtoTepu 

"flOMaLJJHeM" cSopKM 



ni 



pmioMceHMe 



Mcnonb30BaHMe Aflanrepa 
microSD 

! He wcnonb3yMTe Aflamep c MucbpoBbiMM 
dpoTOKaMepaMM Olympus, He 
noflflep>KMBaK)LHMMM TaKne AflanTepbi 
microSD, a TaioKe c qncppoBbiMM 
cpoTOKaMepaMM, KOMnbKDTepaMM, 
npuHTepaMH h flpyrnMH ycTpoMCTBawn 
flpyrux npon3BOflMTeneM, Koropbie 
noftqep>KMBaK3T KapTbi xD-Picture Card. 
3to MO>KeT He TonbKO noBpeflMTb CHsrrbie 
H3o6pa>KeHMfl, ho TaioKe npMBecTM k 
HewcnpaBHOCTM ycTpoiicTBa. 

(£} Ecnn KapTy microSD HeB03MO>KHO yflannTb, 
He npnriaraMTe cwny. 06paTnrecb k 
ynonHOMOHeHHbiM flMCTpn6bioTopaM/ 
u,eHTpaM TexHunecKoro o6cny>KMBaHHfl. 

KapTbi naMfiTM, coBMecniMbie c 3tom 
dpoTOKaMepoM 

KapTa microSD/KapTa microSDHC 

Q) OTHOCHTenbHO cnMCKa npoBepeHHbix KapT 
microSD, noKanyiicTa, noceTMTe Haw Be6- 
caMT (http://www.olympus.com/). 

OmpaBJieHiie M3o6pa>KeHMM 

Bbi MO>KGTe OTnpaBJifiTb M3o6pa>KeHnn Ha 
KOMnbKnep mjim npuHTep, ncnonb3yn Ka6erib 
USB, nocTaBnaeMbiii c cpoTOKaMepofi. 
HTo6bi ompaBHTb flaHHbie Ha flpyme 
ycTpoiicTBa, H3BneKHTe Aflamep m 
cpoTOKaiviepbi m ncnonb3yMTe MMefOLquMCfl b 
npofla>Ke aflamep KapTbi microSD. 

Mepbi npeflocTopo>KHOCTM npn 
o6paineHMM 

He npuKacafiTecb k o6nacTM pa3"beM0B 
Aflarrrepa nnn KapTbi microSD. 3to 

MO>KeT npMBeCTM K C60K> B CHUTblBaHHH 

M3o6pa>KeHMM. Ecnn Ha o6nacTH pa3teMOB 
MMetoTCfl OTnenaTKM nanbu,eB Linn naTHa, 
npoTpHTe ee MnrKOM cyxoPi TKaHbK). 



MEPbl nPEflOCTOPOXCHOCTM 



A 



nPEflynPEWflEHME 



OnACHOCTb nOPA>KEHH51 
anEKTPklHECKWVl T0K0M 
HE OTKPblBATb 



A 



nPEflynPE>KflEHME: BO M3BE>KAHME nOPA>KEHHfl 
3J1EKTPHHECK1/1M T0K0M HE CHflMAMTE KPblLUKY 
(MnH 3AAHKDHD riAHEJlb). BHYTPM OOTOKAMEPbl HET 
flETAJlEl/1, HY>KflAK)L4HXCfl B BALJJEM 0ECJ1V7KHBAHMH. 
flOBEPbTE TEXHMHECKOE OECJiy>KHBAHHE 
BblC0K0KBAJlM0HU,MP0BAHH0My CEPBMCHOMY 

nEPCOHAny olympus. 



A 
A 

A 
A 



BocunwLiaTejibHbiii 3h3k, 38k; 
b Tpeyro/ibHMK, o6o3HaHaeT b 
conpOBOflMTenbHOii flOKyMeHTai_inn Ba>KHt 
MHCTpyKLinn no aKCn/iyaTaqnn v\ yxofly. 
HeBbino/iHeHne peKOMeHflaL(MM, 
oSosHaneHHbix stmm cumbojtom, npw 
ncnonb30BaHi^n flai-mora n3flenna MOweT 
npMBeCTM k cepbe3HbiM TpaBMaM hum 
crviepTejibHOMy ncxofly. 
HeBbinonHeHne peKOMeHflam-iii, oBosHaneHHi 



i n p 1-1 



M3fle/inB Mower npnaec™ k TpaBMaM hjih 
CMepTefibHowy ncxofly. 
nPEqynPEWflEHHE HeBbinojiHeHwe peKOMeHflaun^, 

06O3HaHeHHblX 3THM CUMBOJTOM, ITpH 

ncnonb30BaHnn flaHHOro M3flenna MOweT 
npMBeCTM K TpaBMaM HH3K014 CTeneHM 
THwecTn, nOBpe>KfleHHKD oSopyflOBaHun 
nun nOTepe Ltemnbix flai-mbix. 



OnACHO! 

BO H3BE>KAHME B03rOPAHMFl HJ1H nOPA>KEHktfl 
3J1EKTPMHECKMIVI TOKOM, HM B KOEM CJ1YHAE HE 
PA3BMPAMTE M3flEJWE, HE nOHBEPTAMTE H3flEJlME 
B03flEMCTBMHD BOflbl H HE 3KCnJlYATHPYl1TE ErO nPM 
BblCOKOH BJIAMHOCTH OKPY)KAIOIUEH CPEflbl. 



06mne Mepbi npeflocTopo>KHOCTM 

npoHMTaiiTe Bee LiHCTpyKiiwi — riepefl 
ncnonb30BaHneM H3flennn nponnTawTe Bee 
MHCTpyKU,nn no 3KcnnyaTau,nn. CoxpaHMTe Bee 
TexHHHecKne pyKOBOflCTBa w flOKyMeHTau,MK) flnn 
flanbHeiiLijero ncnonb30BaHHR. 

OnwcTKa — llepefl ohmctkoh o6a3aTenbHO 
OTCoeflMHfiHTe H3flenne ot aneKTpoceTM. flnn 

OHMCTKM M0>KH0 MCnOHbSOBaTb TOJlbKO BJia>KHyK3 

TKaHb. Henb3n ncnonbsoBaTb flnn ohmctkm >KMflKne 
hjih aapo3onbHbie OHHi±iaioLi4ne cpeflCTBa, a 
TaioKe nio6bie opraHnnecKne pacTBopnTenn. 

AKceccyapbi — B u,ennx hmhhom 6e3onacHOCTM 
t4 bo na6e>KaHne noBpe>KfleHMn v\3p,env\n 
ncnoribsyMTe TonbKO Te aKceccyapbi, KOTopbie 
peKOMeHflOBaHbi dpupMOM Olympus. 

Bofla h Bnara — Mepbi npeAOCTopo>KHOCTH flj~m 
Bnaro3aLL|MTHbix M3flenni?i onwcaHbi b pa3flenax o 
3au4HTe ot BnarH. 
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Pa3MemeHHe — Hafle>KHO ycTaHaBnMBaMTe 
M3flenne Ha LUTaTMB, CToi/wy v\nv\ 3a>KMM, HTo6bi 
M36e>KaTb noBpe>KfleHMfl M3flennn. 

Mctohhmkh nHTaHMfl — noflKmonaMTe flaHHoe 

M3flenne TOJ~lbKO K TeM MCTOHHHKaM nHTaHMfl, 

Kcrropbie yKa3aHbi Ha M3flenwM. 

Mojihiim — EcriH bo Bpewn ncnonb30BaHnn 
ceTeBoro aflamepa nepeMeHHoro TOKa 
HaHHHaeTcn rpo3a, HeiuieflneHHO BbiHbTe BHnKy 
aflamepa M3 po3eTKH. 

riocTopoHHMe npeflMeTbi — Bo M36e>KaHwe 
TpaBM 3anpeLfleHO BCTaBnaTb b M3flenne 
MeTannnnecKMe npeflMeTbi. 

Tenno — Henb3fi ncnonb30BaTb v\nv\ xpaHHTb 
flaHHoe M3flenne pnflOM c t3kmmh HCTOHHMKaMM 
Tenna kbk OTonHTenbHbie 6aTapen, TennoBbie 
3acnoHKM, nenn m nio6oe o6opyflOBaHne 
v\nv\ ycTpowcTBa, BbiflenatoLuee Tenno, b t.h. 
ycmiHTenn CTepeocMCTeM. 

06paLMeHne c tfcoTOKaMepoM 
A OCTOPO)KHO 

• Henb3n no/ib30BaTbCfi cpoTOKaMepoM pfiflOM c 

roptOHMMM liJIM B3pblBOOnaCH blMH ra33MM. 

• He ncnonb3yMTe Bcnbiiuicy m LED npn cbeiuiKe 
nwfleM (MnafleHueB, ManeHbKMX fleTew n t.a) c 

6l1li3KOrO paCCTOflHHfl. 

• ripn cteMKe co BcnbiLUKOM pacnonaraMTe 
cpoTOKaMepy He 6nn>Ke 1 mot HenoBenecKHX 
nv\u,. Cpa6aTbiBaHne BcnbiLUKM paflOM c rna3aMM 
nenoBeKa MoweT npuBecTH k BpeweHHOM noTepe 
3peHnn. 

• He flaBaMTe cpoTOKarwiepy a^tom m MnafleHuaM. 

• Bcerfla ncnonb3ywTe m xpaHMTe cpoTOKaMepy 
BHe npeflenoB flocnraeMOCTH flnn ManeHbKMX 
fleTew m MnafleHi^eB bo M36e>KaHMe cneflyioLflMX 
CMTyauuM, b KOTopbix ohm MoryT nonyHHTb 
cepbe3Hbie TpaBMbi: 

• Pe6eHOK MO>KeT 3anyTaTbcn b peiwieiuKe 
4)OTOKaMepbi, hto npHBefleT k yflyweHHio. 

• Pe6eHOK MO>KeT cnynaMHO npornoTMTb 
aKKyiwiynaTop, KapTbi naMHTM mjih flpyrne 
MenKHe fleTanw. 

• Pe6eHOK MO>KeT ocnenMTb BcnbiwKoii ce6n 
nnn flpyrwx fleTeti. 

• Pe6eHOK MO>KeT nonyHHTb TpaBMy ot 
flBH>Kymnxcn fleTanew cpoTOKawepbi. 

• He CMOTpnTe Ha conHue hum npi<ne naiunbi, 
Mcnonb3yn cpoTOKaMepy. 

• Henb3fi xpaHMTb cpoTOKaMepy b nbinbHbix linn 
ena>KHbix noMeuteHHflx. 

• He HaxpbiBaMTe py kom BcnbiuiKy bo BpeMn ee 
cpa6aTbiBaHnn. 

• He BCTaBnnMTe b AflanTep HMHero, Kpoiuie 
KapTbi microSD. 

flaHHbiM AflanTep npeflHa3HaneH MCKnKNMTenbHO 
flna ncnonb30BaHMfi c KapTaMM microSD. flpyme 
TMnbi KapT ycTaHaBnwBaTb Henb3fl. 



• He BCTaBnaMTe b cpoTOKaMepy HMHero 
KpoiuiG KapTbi xD-Picture Card unn AflanTepa 
microSD. 

Ecnw Bbi oluh6ohho ycTaHOBHTe KapTy naMaTM, 
HanpMMep microSD, He npwnaraiiTe ycHnMH. 
06paTHTecb k ocpni4nanbHOMy flncTpn6bK)Topy 
unw B CepBMCHbIM ueHTp. lloBpe^eHMfl, 
HanpMMep, ijapanMHbi, MoryT npMBecTM k 
neperpeBy v\nv\ pa3pyiueHMK) M3flennn. 

A nPEflynPE>KflEHME 

• HeiwieflneHHO npeKpaTMTe Mcnonb3oaaHMe 
cpoToxaMepbi npn nonBneHMM Heo6biHHoro 
3anaxa, wywia hjih flbiMa. 

• He TporaMTe aKKyiyiynnTop ronbiMM pyKaMM - Bbi 
MO>KeTe o6>KeHbcn. 

• He flep>KMTe cpoTOKaMepy Bna>KHbi mm pyKaMM. 

• He ocTaBJiflure cpoTOKaMepy b MecTax, rfle OHa 
MO>KeT noflBeprHyTbca B03fle m ctb m io oneHb 
BbicoKiix TeM nepaTyp. 

• 3to MO>KeT npMBecTM k yxyflLueHMK) 

xa pa KTe p mctm k ee aneMeHTOB, a, b HeKOTopbix 
cnynaax, cpoTOKaMepa MO>KeT 3aropeTbca. He 
HaKpbiBaiiTe (HanpMMep, ofleanoM) 3apaflHoe 
ycTpoMCTBO wnn ceTeBow aflanTep nepeweHHoro 
TOKa bo BpeMa Mcnonb30BaHnn. 3to MO>KeT 
npMBecTM k neperpeBy m no>Kapy. 

• Bo Ms6e>KaHMe HM3i<OTeMnepaTypHbix o>KoroB, 
odpaLflaMTecb c cpoTOKaMepon ocTopoxcHO. 

• llocKonbKy cpoTOKaMepa coflep)KMT 
MeTannMHecKHe fleTanM, ee neperpeB MO>KeT 
npMBecTM k HM3KOTeMnepaTypHbiM o>KoraM. 
npwMMTe bo BHMwaHwe cneflyKDLflee: 

• ripw npoflon>KLiTeribHOM Mcnorib30BaHMM 
cpoTOKaMepa HarpeBaercfi. flep>Ka 
cpoTOKaMepy b stom coctoahmm, mo>kho 
nonyHHTb HM3KOTeMnepaTypHbiM o>Kor. 

• ripw KpafiHe hm3kmx TeMnepaTypax 
OKpy>KaK)ineM cpeflbi Kopnyc cpoTOKaMepbi 
MO>KeT oxnaflMTbca p,o TeMnepaTypbi HH>Ke 
OKpy>KaK)ineM. ripw hh3kmx TeMnepaTypax, 
no bo3mo>khoctm, flep>KMTe cpoTOKaMepy B 
nepnaTKax. 

• CneflMTe 3a peMeuiKOM. 

• CneflMTe 3a peMeuiKOM, Ha kotopom bmcmt 
qboTOKaMepa. Oh MO>KeT nerra 3ai4ennTbcn 3a 
pa3nnHHbie BbicTynaraLflMe npeflMeTbi m CTaTb 

npMHMHOM cepbe3HOH TpaBMbi. 
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Mepbi npeflocTopo>KHOCTii npM 
ncnojib30BaHMM aKKywiyjurropa 

Bo M36e>KaHMe npoTGHKH, neperpeea, 
B03ropaHttn unw B3pbiBa aKKyMynnTopa, 
nopa>KeHMa 3-neKTpwMecKMM tokom 
mjim npuMMHeHMa o)KoroB npM ee 
Hcnonb30BaHMM. cneAy^Te npMBGfleHHbiM 

HM)Ke HHCTpyKUHflM. 

AonACHO 

• B 3Toii cpoTOKaMepe ncnonb3yeTcn mohho- 
nMTHeBbiH aKKyMynfuop cpwpMbi Olympus. 
3apn>Kai)iTe 3KKyMynsrrop c noMoiflbio yKa3aHHoro 
3apnAHoro ycTpowcTBa. Henb3fl ncnonb30BaTb 
flpyrne 3apnflHbie ycTpowcTBa. 

• Henb3n HarpeBaTb aKKyMynaTopbi mjim 6pocaTb 
hx b oroHb. 

• ripn Mcnonb30BaHMM mjih xpaHeHMM 6aTapew 
co6nHDflawTe Mepbi npeflocTopo>KHOCTH n 
cnefliiTe, HTo6bi ohh He KacanHCb MeTannnnecKnx 
npeflMeTOB Bpofle toBennpHbix yKpaujeHMM, 
OynaBOK, 3acTe>KeK h T.n. 

• Henb3n xpaHMTb 6aTapen b MecTax, rfle ohm MoryT 
noflBepraTbcn B03fleticTBHio npfiMbix conHeHHbix 
nynew, bwcokhx TeMnepaTyp b aBTOMoGwrmx, 
pfiflOM c MCTOHHHKaMM Tenna m T.n. 

• Bo M36e>KaHMe npoTeKSHMa OaTapeti unw 
noBpe>KfleHHfl nx buboaob, TLflaTenbHO cneflytiTe 
HHCTpyKLiHflM no aKcnnysTaMMM 6aTapew. 
HHKorfla He nbiTatiTecb pa36npaTb 6aTapen unw 
flopaSaTbiBaTb mx, naaTb m T.n. 

• Ecjim >KHflKOCTb M3 6aTapen nonana b rna3a, 
HeMeflneHHO npoMOMTe rna3a hmctom, xojioahom 
npoTOHHOti BOflow m cpoHHO oOpaTHTecb k Bpany. 

• XpaHMTe 6aTapen BHe npeflenoB flocaraeMOCTM 
ManeHbKnx fleTew. Ecnn pe6eHOK cnynawHO 
npornoTMn OaTapeto, cpoHHO oOpaTHTecb k Bpany. 

A OCTOPCOKHO 

• llocToaHHO Aep>KMTe 6aTapen cyxHMH. 

• Bo M36e>KaHMe npoTeKaHna, neperpeBa, 
B03ropaHnn mjim BspbiBa, Mcnonb3ytiTe TonbKO 
6aTapen, peKOMeHflOBaHHbie flna ncnonb30BaHMfi 
c flaHHbiM M3AenneM. 

• BcTaBnaHTe 6aTapen octopo>kho, KaK onncaHO b 
HHCTpyKU.nn no 3KcnnyaTau,nw. 

• Ecjim aKKywynnTopbi He 3apn>KaioTCfl b TeneHMe 
yKa3aHHoro BpeMeHH, npeKpaTMTe 3apnflKy, h He 
ncnonb3yMTe mx. 

• He ncnonb3yMTe aKKyMynaTop, ecnn oh TpecHyn 

HflM CHOMaH. 

• Ecjim bo BpeMn ncnonb30BaHna aKKyiwiynnTop 
npoTeK, noTepnn HopManbHyio OKpacKy, 
flecpopMHpoBancn nnn npno6pen flpyrne 
aHopiwianbHbie oco6eHHOCTi/i, npeKpaTMTe 
ncnonb30BaTb cpoTOKaMepy. 

• Ecnw >KHflKOCTb, BbiTeKLuan M3 aKKywynnTopa, 
nonana Ha ofle>Kfly nnn KO>Ky, HeMeflneHHO 
CHMMMTe 3arpa3HeHHyKD ofle>Kfly m npoMOMTe 
nopaweHHbiPi ynacTOK hmctom, xonoflHoti 

npOTOHHOH BOflOM. ECJIM OT >KMflKOCTH Ha KO>Ke 

ocTancn o>Kor, cpoHHO o6paTMTecb k Bpany. 

• He noflBepraMTe aKKyMynnTopbi B03flewcTBMHD 
yflapoB nnn npoflon>KHTenbHOM Bn6pau.nn. 



A nPEflynPE>KflEHME 

• riepefl ycTaHOBKOH aKKyMynsrropa BHMMaTenbHO 
ocMOTpnTe ero Ha Hannnne npoTeneK, M3MeHeHna 
OKpacKM, flecpopMaMMM mjih flpyrax aHopManbHbix 

npM3HaKOB. 

• Bo Bpeivm npoflon)KMTenbHoro ncnonb30BaHMfl 
aKKyiwiynnTop MO>KeT HarpeTbcn. Bo M36e>KaHne 
o>KoroB He BbiHHMaiiTe ero M3 apoTOKaMepbi cpa3y 
>Ke. 

• riepefl flnnTenbHbiM xpaHeHneiwi cpoTOKaMepbi 
o6n3aTenbHO H3BneKMTe M3 Hee aKKyMynaTop. 

ripeflynpe>K,qeHne KacaTeribHO 
cpeflbi 3 KcnnyaTa 141111 

• flnn 3aLflMTbi BbicoKOTexHonornHHbix aneweHTOB 
flaHHoro M3flenMn HHKorfla He ocTaBnawTe 
cpoTOKaMepy b HH>KenepeHHcneHHbix MecTax hh 
bo BpeMfl ncnonb30BaHMfl, hm bo Bpeivm xpaHeHna: 

• MecTa, rfle TeivinepaTypa m/mhh Bna)KHOCTb 
HivietoT BbicoKwe 3HaneHMa nnn npe3MepHO 
Kone6nHDTcn. Ilofl npniwibiMM conHeHHbiMM 
nynaMM, Ha nnn>Ke, b 3anepTbix aBTOMoOnnnx 
Hnw pfiflOM c MCTOHHMKaMH Tenna (neHH, 
OTonHTenbHbie 6aTapen h T.n.) kinn 
yBna>KHMTennMM. 

• TaM, rfle MHoro necKa nnn nbinn. 

• PflflOM C TOpHDHHMM HnM B3pbl BH3TblMM 

Be mecTBa m h . 

• B MecTax c noBbnueHHOi/i Bna>KHOCTbK) Tuna 

B3HH0M KOMHaTbl \AH\A nOflflO>KfleM. llpM 

ncnonb30BaHMM BnarosaujHTHbix M3flennM 
npoHMTawTe npunaraeiviyK) k hum MHCTpyKijMio. 

• B MecTax, noflBep>KeHHbix cnnbHbiM 

BHDpaU,HfiM . 

• BeperMTe cpoTOKaMepy ot BOflbi m necKa 
npn Mcnonb30BaHMM Ha nnawe nnn b flpyrux 
aHanornHHbix MecTax, b npoTMBHOM cnynae 
bo3mo>kho noBpe)KfleHMe cpoTOKaMepbi Hnw c6on 
b ee pa6oTe. 

• He poHAMTe cpoTOKawepy h He noflBeprai/iTe ee 
BosflewcTBMHD cunbHbix yflapoB nnn Bn6paL(MM. 

• Korfla cpoTOKaMepa 3aKpenneHa Ha LUTaTHBe, 
perynnpyMTe ee nono)KeHMe npn noMoujn ronoBKM 
LUTaTMBa. He BpaujaiiTe caMy cpoTOKaMepy 

• He KacatiTecb aneicrpwHecKHX koht3ktob Ha 
cpoTOKaMepe. 

• He ocTaBnnMTe cpoTOKaMepy HsnpaBneHHOM 
npaMO Ha conHije. 3to MO>KeT npMBecTM k 
noBpe>KfleHMKD nsMenew/iuTopoK 33TBopa, 
HapyiueHHKD LiBeTonepeflann, nonBneHMHD opeona 
Ha CBeTonyBCTBHTenbHOM MaTpnije I13C, a Taione 
k no>K3py. 

• He npnicnaflbiBSMTe k o6"beKTMBy 3HannTenbHbix 
TonKstoiflux kinn TflHyujHX yciinMM. 

• BbiHMMatiTe aKKyMynnTop nepefl 
npoflon>KMTenbHbiM xpaHeHHeM cpoTOKaMepbi. 
BbiOnpawTe flna xpaHeHMa npoxnaflHbie m 
cyxne MecTa bo M36e>KaHne KOHfleHcauHH h 
o6pa30BaHnn HaneTa BHyTpn cp0T0K3Mepbi. 
ripoBepbTe cpoTOKaMepy nocne xpaHeHun, 
BKnioHMB nMTaHne h Ha>KaB Ha KHonKy cnycKa 
3aTBopa, yOeflHTecb, hto OHa cpy h KL4 m o h m pyeT 
HopManbHO. 

• Bcerfla co6nK0fl3HTe orpsHMHeHna, 
HaKnaflbiBaeMbie Ha cpefly 3KcnnyaTai4Hn 
cpoTOKaMepbi, ormcaHHbie b ee pyKOBOflCTBe. 



116 RU 



Mepbi npeflocTopo>KHOCTM npM 
ncnojib30BaHMM aKKywiyjurropa 

B 3T0H 4>OTOKaMepe HcnonbsyeTca mohho- 
nMTHeBbiH aKKyMynfuop apwpMbi Olympus. Henb3H 
ncnonb30BaTb aKKyiviynnTopbi flpyrwx TunoB. 
rionaflaHMe bjwh v\nv\ wupa Ha KOHTaKTHbie 
BbiBOAbi aKKyrviynaTopa MoweT npuBecTH k 
HapyLueHMHD KOHTaKTa c cpoTOKaMepoM. Ilepefl 
ncnonb30BaHneM TujaTenbHO npoTpnTe 
aKKyMynfuop cyxort cancpeTKOH. 
06fi3aTenbHO sapflflWTe aKKyrwiynaTop nepefl 
nepBbiM ncnonb30BaHneM, MHane oh npocny>KHT 
Heflonro. 

ripn Mcnonb30BaHMM cpoTOKawepbi Ha 
aKKyMynfuopax npw hm3kmx TeMnepaTypax 
OKpywatoifleti cpeflbi, flep>KHTe cfcoTOKaMepy 
h sanacHbie aKKyMynmopbi b caMOM TennoM 
MecTe. AKKyrwiynaTopbi, noflceBLUne npw 
HM3KOM TeMnepaType, MoryT BoccTaHOBHTb 
pa6oTocnoco6HOCTb npw komh3thoii 
TeMnepaType. 

KOTlMHeCTBO CHMMKOB, KOTOpbie Bbl CMO>KeTe 

CAenaTb, 3aBHCMT ot ycnoBMM cbeMKM m 

cocTOAHMa aKKyMynflTopa. 

Ilepefl flnnTenbHbiMM noe3flKaMM, oco6eHHO 3a 

rpaHMLiy, KynnTe 3anacHbie aKKyMyrmTopbi. Bo 

BpeMfl nyTewecTBHfl B03MO>KHbi 3aTpyAHeHna 

c npno6peTeHneM peKOMeHflOBaHHbix 

aKKyiviynflTopoB. 

yTnnn3npyn aKKyMyrmTopbi, Bbi noMoraeTe 
c6epenb pecypcbi Haweii nnaHe-Tbi. Bbi6pacbiBaa 
OTpa6oTaBLUne aKKyMyrmTopbi, He 3a6yflbTe 
3aKpbiTb mx KOHTaKTHbie BbiBOflbi. BcerAa 
co6nHDflawTe MecTHbie 3aKOHbi h npaBMna. 



>KK-MOHMTOp 

He npuKnaflbiBawTe k MOHMTopy 3HaHMTenbHbie 
ycnj~ina, HHane H3o6pa>KeHMe MO>KeT CTaTb 
HeHeTKMM, B03MO>KHbl HenonaflKM b pe>KHMe 
npocMOTpa htim mohmtop 6yfleT noBpe)KfleH. 

B BepXHeM/HM>KHeM HaCTM MOHMTOpa MOJKeT 

noflBnnTbcn 6enafl nonocKa, ho 3to He HBrmeTca 
npn3HaKOM HenonaflOK. 
ripn pacnono>KeHMM oOteKTa CbBMKM no 
flnaroHann cpoTOKawepbi era Kpan MoryT 
BbirnfifleTb Ha MOHHTope 3nr3aroo6pa3HbiMM. 3to 
He ABrmeTcn npn3HaKOM HenonaflOK. flaHHbm 
acpcpeKT 6yfleT MeHee 3aMeTeH b pe>KMMe 
npocMOTpa. 

B ycnoBMnx hm3kmx TeivmepaTyp >KK-MOHHTopy 
MO>KeT noTpe6oBaTbcn 6onbiue BpeiuieHM 
Ha BKriKOHeHHe, mjim ero MBeTonepeflana 
BpeiwieHHO H3MeHHTcn. YqaHHbiM peujeHneM 
npn Mcnonb30BaHMM cpoTOKaMepbi b ycnoBnax 
KpaiiHe HM3KMX TerwinepaTyp 6yAeT nepnoflnnecKoe 
noMemeHwe cpoTOKaMepbi b Tennoe MecTO. 
>KK-mohmtop, pa6oTaiou4HM xy)Ke npn hm3kmx 
TeMnepaTypax, BoccTaHOBMTcn npH HopManbHbix 
TeMnepaTypax. 

>KK-flncnnei?i, ncnonb3yeMbiM b MOHMTope, 
M3roTOBneH no BbicoKOTOHHOM TexHonornn. 
OflHaKO Ha >KK-flncnnee bo3mo>kho Hannnne 
HencHe3aKOU4nx nepHbix v\nv\ CBexnbix ToneK. 

B 3aBMCHMOCTH OT MX XapaKTepMCTMK HTIM 

yrna 3peHnn Ha mohhtop, TaKne tohkh MoryT 
BbiAennTbcn no u,BeTy mjim npKOCTM. 3to He 
ABnaeTcn npn3HaKOM HenonaflOK. 

ripaBOBbie m npoHMe yBeflOMJieHMH 

cDwpMa Olympus He flaeT hmk3kmx 3aBepeHMM v\nv\ 

rapaHTHM B OTHOlUeHMM yOblTKOB HnM 0>KMflaeMOM 

Bbiroflbi ot HaflnewaLflero ncnonb30BaHnn flaHHoro 
M3flenna, a TaioKe Tpe6oBaHMM TpeTbHX nnu„ 

Bbl3B3HHblX HeHaflnewaLflMM MCnOJlb30BaHMeM 

flaHHoro M3flennfi. 

OupMa Olympus He flaeT hmk3kmx 3aBepeHMM v\nv\ 

rapaHTHM B OTHOUJeHHH yOblTKOB HnM 0>KMflaeMOM 
BbirOflbl, KOTOpbie MOryT B03HMKHyTb H3-3a 
CTMpaHMfl flaHHblX chmmkob npH Haflne>KaLfleM 
ncnonb30BaHHn flaHHoro M3flennn. 
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Otk33 ot rapaHTMM 

• OnpMa Olympus He flaeT HHKaKnx 3aBepeHMM mj~m 
rapaHTMM, KaK HBHbix, TaK m noApa3yMeBaeMbix, 

b OTHOLueHMM JiKo6oro coAep>KaHMfl flaHHbix 
nenaTHbix MaTepManoB, nporpaMMHoro 
o6ecneHeHna v\nv\ b cba3m c hmmm, m hm b KoeM 
cnynae He HeceT HMKaKOH OTBeTCTBeHHOCTM 
b OTHOLueHMM nio6oM no,o,pa3yMeBaeMOM 
rapaHTMM mhh npMroflHOCTM k npuweHeHMK) flnn 
KOHKpeTHbix u,enew hjim 3a nio6bie KOCBeHHbie, 
no6oHHbie mjim conyTCTByK3m,Me y6biTKM 
(BKnHDHan, ho He orpaHHHMBancb y6biTKaMM b 
CB33M c ynymeHHOti BbiroflOM, npnocTaHOBKOM 
BefleHna 6M3Heca hhm noiepeM KOMMepnecKOM 

HHCpOpMaMMM), KOTOpbie MOryT MMeTb MeCTO 
H3-3a HCnOJIbSOBaHMfl \AH\A HeB03MO>KHOCTM 

ncnonb30BaHMfl flaHHbix nenaTHbix MaTepwanoB, 
nporpaMMHoro o6ecneHeHMfi hhm o6opyflOBaHnn. 
HeKOTopbie CTpaHbi He npHHMMaioT MCKnioHeHMa 

HflM OrpaHHHeHMFI OTBeTCTBeHHOCTM 3a KOCBeHHbie 

nriM noOoHHbie y6biTKM, noaTOMy BbiiueyKa3aHHbie 
orpaHMHeHMfi MoryT He pacnpocTpaHflTbca Ha Bac. 

• Bee npaBa Ha flaHHoe pyKOBOflCTBO npMHaflnewaT 
cpMpMe Olympus. 

n pefly n pex<fleH ne 

HecaHKijMOHMpoBaHHoe cpoTorpacpupoBaHne 
hjih Mcnonb30BaHne MaTepnanoB, 3ami/imeHHbix 

aBTOpCKMM npaBOM, MO>KeT npuBecTH K 

HapyujeHMK) flePicTByiomero 3aKOHOflaTeribCTBa 
06 aBTopcKOM npaBe. Owprvia Olympus He 

npMHHMaeT HHKaKOM OTBeTCTBeHHOCTM 3a 

HGcaHKU,noHMpoBaHHbie cpoTorpacpi/ipoBaHi-ie, 
ncnonb30BaHne m flpyrwe flePicTBMH, 
HapyujafOLque npaBa BnaflenbueB aBTopcKoro 
npaBa. 

YBeflOMJieHne 06 sbtopckom npaBe 

Bee npaBa 3aL^MU4eHbi. HnKaKan nacTb 
HacTomqux nenaTHbix MaTepManoB mhh 
nporpaMMHoro o6ecneHeHHfl hm b k3khx L\enax 
He MoweT 6biTb Bocnpon3BefleHa b KaKoPi 
6bi to hm 6bino cpopMe n k3kmmh 6bi to hm 
6bino cpeflCTBaMM, 6yflb to aneKTpoHHbie wrm 
MexaHMHecKHe, BKHKinafl cpoTOKonMpoBaHwe 
n 3anncb Ha MarHMTHbiH HocMTenb hjih 
coxpaHeHne b 3anoMMHaK)inMX ycTpoPicTBax 
hjih noMCKOBbix CHCTeMax, ecnM Ha to HeT 
nncbMeHHoro pa3peujeHMfl cpupMbi Olympus. 

Mbl He npMHMMaeM HMK3K0M OTBeTCTBeHHOCTM 3a 

ncnonb30BaHne MH4>opMaL(MM, coflepwamei/icfl 
b HacTOflmMX nenaTHbix MaTepwanax mjim 
nporpaMMHOM o6ecneHeHHM, mjim 3a y6biTKH, 

flBMBUJMeCFl CfieflCTBHeM MCnOJ1b30BaHMfl 3T0M 

MHCpopMaL|MM. Owprvia Olympus coxpaHneT 
npaBO Ha BHeceHHe M3MeHeHHH b cpoprviy m 
coflep>KaHMe HacTOfimeM ny6nkiKau,kiM nnn 
b nporpaMMHoe odecneneHwe 6e3 KaKux- 
rm6o o6a3aTenbCTB m npeflBapMTenbHbix 
yBeflOMneHMM. 



riojib30BaTejiHM b EBpone 





3h3k "CE" yKa3biBaeT, hto 3tot npoflyKT 
cootbstct By eT eBponeiicKUM TpeBosaHUHM 
no 6e3onacHOc™, oxpaHe 3/jopoBbH, 
anonornHecKOii 6e3onacHoCTn n 6e30nacHOCTM 
nojib30BaTensi. OoTonaiviepb! co 3h3kom "CE" 
npe/jHasHaneHbi /jrm npoflawn a 
EBpone. 

3tot cmmboji [nepenepKHyTaH MycopHaa 
ypHa WEEE Ha KOJiecax, npmioweH^e IV] 
o6o3HaHaeT pa3flenbHbiw c6op aneKipunecKnx v\ 
aneicrpOHHbix otxoaob b Pocchh. noxonyi^CTa, 
He Bbi6pacbiBaPiTe nsflennn b 6biTOBOi^ 
MycoponpOBOfl. 

McnonbsyiiTe cncTeivibi BOSBpaia n c6opa (ecnw 
TaKOBbie nivieiOTCH) ajih yTHJiM3aLinn otxoaob 
BbiLiieyKasaHHbix tmhob. 

3tot cmmboji [nepenepKHyTbiii MycopHbiM 
6aK na KOnecax, flwpeKTUBa 2006/66/EC, 
npnno>KeHMe [I] yKa3bmaeT Ha pa3flenbHbm 
c6op OTpaSoraHHbix 6aTapeii b CTpaHax EC. 
no>KajiyMCTa, He BbiSpacbiBaiiTe 6aTapen 
BMecTe c SbiTOBbiMn OTxoflaivin. nowanyfiCTa, 
fljiH yTnnn3ai(MM 0Tpa6oTaHHbix BaTapeii 
nonb3yMTecb fleMCTsyioiuMMM b BaLiiei^ cTpaHe 
cuCTemiaMn B03BpaTa n cSopa Ann yTHJin3ai4nn. 

Mcnonb3yPiTe TOJibKO cneLinajibHbiM 

aKKyMynfiTop m 3apaAHoe yCTpoMCTBO 

Mbi HacToaTenbHO peKOMeHflyeM ncnonb30BaTb 
TonbKO opMrMHanbHbiM aKKyMyrmTop m 3apnAHoe 
ycTpoMCTBO Olympus c flaHHOti 4)OTOKaMepoM. 
Mcnonb30BaHne HeopMrMHanbHoro aKKyMyrmTopa 
m/mhm 3apaflHoro ycTpoiicTBa MO>KeT npMBecTH 
k no>Kapy hhm nonyneHMKi TpaBM no npMHHHe 
yreHKH, HarpeBa, B03ropaHMn hhm noBpe>KfleHMa 
aKKyMynnTopa. Olympus He HeceT HMKaraii 
OTBeTCTBeHHOCTM 3a HecHacTHbie cnynan mjim 
noBpe>KfleHMa, KOTopbie MoryT B03HMKHyTb b 
pe3ynbTaTe ncnonb30BaHMa aKKyMyrmTopa m/mjim 
3apaflHoro ycTpoMCTBa, KOTopbie He flBJiaioTcn 
opMTMHanbHbiMM aKceccyapaMH Olympus. 

ycjioBMH rapaHTMM 

1 Ecnn b M3flennn o6Hapy>KMBaeTcn 

HencnpaBHOCTb b TeneHne AByx neT ot flaTbi 
noKynKM, npH ycnoBnn, hto oho Mcnonb30Banocb 
KoppeKTHO (b cooTBeTCTB m m c pa3AenoM 
"Mepbi npeflocTopo>KHOCTn" m flpyrHMM 
yKa3aHnnMM no 3KcnnyaTai4MM, npunaraeMbiMM 
k H3flenMK)), 6bino KynneHO y aBTopM30BaHHoro 
flMCTpM6bK)Topa Olympus Ha TeppnTopnn, rfle 
ocymecTBnneT cbok) fleflTenbHOCTb KOMnaHna 
Olympus Imaging Europa GmbH, KOTopan 
o6o3HaneHa Ha Beb-cawTe http://www.olym pus. 
com, flaHHoe M3flenMe 6yfleT OTpeMOHTMpoBaHO 
mtim, b KanecTBe anbTepHaTMBbi, 3aMeHeH0 
KOMnaHneii Olympus OecnnaTHO. flnn nonyHeHun 
yenyr no flaHHOM rapaHTMM Bnafleneu, Aon>KeH 
npefltnBMTb M3flenne m flaHHbiM rapaHTMMHbiM 
cepTMCpMKaT flMJiepy, y KOToporo M3flenne 6bino 
KynneHO, mjim b nio6oM cepBMCHbiM ubhtp 
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Olympus Ha TeppHTopnn, rfle ocymecTBrmeT 
cbokj fleaienbHOCTb KOMnaHHn Olympus Imaging 
Europa GmbH, KOTopan o6o3HaneHa Ha Be6- 
caMTe: http://www.olympus.com, ao OKOHHaHMa 
flByxneTHero rapaHTHMHoro cpoKa. B TeneHne 
cpoKa AewcTBun oflHoneTHew BceMHpHOM 
rapaHTMM Bnafleneu, nweeT npaBO npe/ibflBMTb 
M3flenne b hhd6om cepBHCHbiw ubhtp Olympus. 
06paTMTe BHMMaHne, hto cepBMCHbie UBHTpbi 
Olympus OTKpbiTbi He bo Bcex CTpaHax. 

2 TpaHcnopTHpoBKy v\3p,env\n b cepBMCHbiw u,eHTp 
mjim Kflnnepy Olympus Bnafleneu, ocymecTBnneT 
caMOCTOflTenbHO, Heca Bee CBfl3aHHbie c stum 
pacxoflbi M pMCKH. 

3 B nepeHncneHHbix HM>Ke cnynanx flaHHan 
rapaHTMfi He flewcTByeT, m Bnafleneu, onnannBaeT 
peMOHT aa cbom cneT, flawe ecnw peMOHT 
npoBeAeH flo HCTeneHMa yKa3aHHoro Bbime 
rapaHTHMHoro cpoKa. 

a. HencnpaBHOCTb H3-3a HenpaBunbHoro 
Mcnonb30BaHnn (Hanpwwtep, flewcTBMa, 
He ynoMflHyroro b pa3flene "Mepbi 
npeflocTopo>KHOCTn" m flpyrHX pasflenax 

pyKOBOflCTBa m t. n.). 

b. HencnpaBHOCTb b pe3ynbTaTe peMOHTa, 

MOflMCpMKaMMM, HMCTKM M flpyrHX fleMCTBHH, 

npon3Be,qeHHbix c M3flenneM KeM-nn6o, Kpoivie 
Olympus m aBTopn30BaHHbix cepBHCHbix 
MeHTpoB Olympus. 

c. HencnpaBHOCTb hhm noBpe>KfleHMe 
BcneflCTBwe TpaHcnopTHpoBKH, nafleHMH, 
yqapa m t. fl. nocne npno6peieHnn M3flennn. 

d. HencnpaBHOCTb hhm noBpe>KfleHMe 
BcneflCTBMe nowapa, 3eMneTpflceHna, 
HaBOflHeHMa, yparaHa h flpyrux CTHXMMHbix 
6eflCTBMM, 3arpa3HeHnn OKpyxoraLflew cpeflbi 
m nepenaflOB HanpaweHMfl b aneicrpoce™. 

e. HencnpaBHOCTb b pe3ynbTaTe He6pe>KHoro 
mhm HenpaBHnbHoro xpaHeHMa (Hanprnuiep, 
b ycnoBMfix BbicoKOM TeMnepaTypbi hjim 
Bna>KHOCTM, B6nn3M penenneHTOB HaceKOMbix, 
TaKMX KaK HacpTannH, onacHbix npenapaTOB m 
t. n.), HenpaBunbHoro yxofla h t. a. 

f. HencnpaBHOCTb b pe3ynbTaTe ncToujeHMfl 
3apnfla aneMeHTOB nuTaHMn. 

g. HencnpaBHOCTb ns-3a nonaflaHwa BOBHyTpb 
Kopnyca M3flennn necKa, rpn3H m t. n. 

h. OTcyTCTBue flaHHoro rapaHTHMHoro 
cepTMCpHKaTa npn npefltaaneHHH H3flennn 
flna pewoHTa. 

i. BHeceHne M3MeHeHHM b rapaHTMWHbM 
cepTMCpHKaT OTHOCMTenbHO roAa, Mecau,a v\nv\ 
flaTbi noKynKM, HMeHH Bnaflenbu,a, Ha3BaHnn 
flunepa hhm cepuwHoro HOMepa. 

j. OTcyTCTBue flOKyMeHTa, noflTBep>Kflaiou4ero 
cpaKT noKynKH, npn npefltaBneHHH flaHHoro 
rapaHTMM Horo cepTwdpMKaTa. 

4 flaHHaa rapaHTun pacnpocTpaHHeTca TonbKO Ha 
caMO M3flenne; rapaHTun He pacnpocipaHneTcn 
Ha aKceccyapbi, HanpHMep, Hexon, peMewoK, 

3aU4MTHyHD KpblLUKy 06"beKTMBa m aneMeHTbi 

nuTaHMfi. 



5 06?i3aTenbCTBa Olympus no flaHHOi/i rapaHTMM 

OrpaHMHMBaHDTCfl MCKTIKDHMTenbHO peMOHTOM M 

3aMeH0M M3flennfi. McKntoHaeTcn KaKaa-nM6o 

OTBeTCTBe H H OCTb 3a npflMbie MflM KOCBeHHbie 

yObiTKM m noBpe>KAeHMfl, noHeceHHbie 
BnaflenbLieM M3-3a HewcnpaBHOCTM M3flennfi, b 

HaCTHOCTM, 3a y6blTKM M nOBpe>KfleHMe KaKMX- 

hm6o o6"beKTMBOB, dpoTonneHOK v\ flpyroro 
o6opyAOBaHMfi m aKceccyapoB, Mcnonb3yeMbix c 
M3flenneM, a TaioKe y6biTKM m noBpe>KfleHMfl M3-3a 
3aflep)KKM peMOHTHbix pa6oT m yTepn KaKOM-nM6o 
MHdpopiviaMMM. flaHHbiM nyHKT He orpaHMHMBaeT 
nono>KeHMM fleMCTByroujero 3aK0H0AaTenbCTBa. 

ripuMenaHMyi no ncnonb30BaHMK) 
rapaHTMM 

1 flaHHan rapaHTMn fleMCTBMTenbHa TonbKO b 
cnynae KoppeKTHoro 3anonHeHnn rapaHTHMHoro 
cepTMCpHKaTa Olympus mhm aBTopM30BaHHbiM 
flMnepoM, mhm b cnynae HanMHMn flpyrwx 
flOKyMeHTOB, coAep>Kau4MX AOCTaTOHHbie 
flaHHbie. B rapaHTniiHOM cepTucpMKaTe flon)KHO 
6biTb yKa3aH0 Bame mma, Ha3BaHne flwnepa, 
cepMMHbiii HOMep, rofl, Mecnij m flaTa noKynKM. B 
npoTMBHOM cnyHae k Heiuiy flon)KeH npMnaraTbcn 
opnrnHan cneTa-dpaKTypbi mhm TOBapHoro HeKa 
(c yKa3aHMeiui Ha3BaHnn flunepa, flaTbi noKynKM m 
TMna M3flennn). Olympus MMeeT npaBO 0TKa3aTb 
b 6ecnnaTH0M cepBMCHOM o6cny>KMBaHMM, ecnw 
rapaHTMMHbiii cepTMCpHKaT HeBepHO 3anonHeH, k 
HeMy He npmiaraeTcn oflMH M3 BbiLueyKa3aHHbix 
flOKyMeHTOB uriM ecnM npeflCTaBneHHaa 
MHCpopMaijMa nBnneTCfl HenonHOM mhm 

HeflOCTOBepHOM. 

2 riocKonbKy rapaHTMMHbiw cepTMCpHKaT He 
BbiflaeTcn noBTopHO, xpaHMTe ero b Hafle>KHOM 
MecTe. 

• CBefleHMn 06 ynonHOMoneHHoii Me)KflyHapoflHOM 
cepBMCHOM ceTM Olympus CMOTpMTe b cnwcKe Ha 
Be6-caMTe: http://www.olympus.com. 

ToproBbie Map km 

• IBM aBnneTcn 3aperncTpnpoBaHHOM ToproBOM 
MapKOM International Business Machines 
Corporation. 

• Microsoft m Windows nBrinKiTcn 
3aperMCTpnpoBaHHbiMM TOprOBblMM MapKaMU 
Microsoft Corporation. 

• Macintosh fiBnneTcn ToproBoi/i Mapraw Apple Inc. 

• xD-Picture Card™ nBrmeTca ToproBOM MapKOiS. 

• microSD - ToproBan wapKa SD Association. 

• OcTanbHbie Ha3BaHMfi KOMnaHnii m npoflyKTOB 

flBJIflHDTCn TOprOBblMM MapK3MM W/HflM 
3aperHCTpnpOBaHHblMM TOprOBblMM MapKaMM 
COOTBeTCTByKDLUMX BJiaflej~lbU,eB. 

• B HacTOflLflew MHCTpyKLiMM npuHATbi CTaHflapTbi 
cpaMJioBbix CMCTeM cpoTOKawep "Design rule for 
Camera File system/DCF", ycTaHOBneHHbie Japan 
Electronics and Information Technology Industries 
Association (JEITA). 
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TEXHHHECKHE XAPAKTEPMCTHKM 



OoTOKaMepa 



Tun M3flennn 


L|ncppoBan cpoTOKaMepa (flnn cteMKM n npocMOTpa) 


CiicTeMa 3anncn 


cpopMaT 3anncn 


L|ncppoBafl 3anncb, JPEG (b cooTBeTCTBMM c Design rule for Camera 
File system (DCF) (npoeKTHbie HopMbi flnn cpafinoBOM cucieMbi 
cpoTOKaMepbi) 


rioflAep>KMBaeMbie 
CTaHflapTbi 


Exit 2,2, L|ncppoBOM cpopMaT ynpaBJieHMfl nenaTbio (DPOF), PRINT 
Image Matching III, PictBridge 


3ByK K CHHMK3M 


OopMaT Wave 




AVI Motion JPEG 


riaMATb 


BHVTpeHHflfl naMATb 

xD-Picture Card (16 MB - 2 l"E) (TypeH/M/M+, Standard) 

KapTa microSD/Kapia microSDHC (npn ncnojib30BaHMH Aflamepa 

microSD H3 KOMnneiaa nocTaBKM) 


KOJIMHeCTBO 3Cp(peHTHBHblX 

nHKcenoB 


10 000 000 nHKcenoB 


3jigmght 3anncn H3o6pa>KeHMH 


1/2,3-flioMMOBan MaTpnL(a n3C {cBeTocpmibrp ocHOBHbix u,BeTOB), 
10 340 000 nHKcenoB (Bcero) 


06-benTHB 


06-beKTMB Olympus 6,7 - 20,1 mm, f3,5 - 5,0 
(aKBMBaneHTHO 38-114 mm Ha 35-mm KaMepe) 


CncT6Ma 3aMepa 3Kcno3Mqnn 


L(ncppoBOM saMep ESP, ToneHHbiM saMep 


BbiAep)KKa 


1/2-1/1000 ceK. 


Pa6oHMM flnana30H cteMKM 


OT 0,5 MflOOO (W/T) (HOpMaJlbHblM) 

OT 0,2 M flO CO (W), OT 0,3 M flO CO (T) (pe>KHM MaKpOCbeMKM) 

0,07 m - 0,5 m (TonbKO W) (pe>KMM cynepMaKpo) 


MOHMTOp 


2,7-fliofiMOBbiM MBeTHOM >KMflKOKpMCTajuiMMecKMM TFT-flncnnefi, 
230 000 ToneK 


Pa3*b6M 


yHMBepcaribHbiM pa3beM (rHe3,qo DC-IN, pa3teM USB, me3,qoAA/ 
OUT) 


ABTOMaTHHecKMM KaneHflapb 


c 2000 r. flo 2099 r 


OnepaMMOHHan CMCTeMa 


TeMneparypa 


ot 0°C flo 40°C (3KcnnyaTau,nn) /ot -20°C flo 60°C (xpaHeHMe) 


Bna«CHOCTb 


ot 30% flo 90% (3KcnnyaTau,wfi) /ot 10% flo 90% (xpaHemie) 


riHTaHne 


OflMH MOHHO-nnTneBbifi aKKyMyn^Top Olympus (LI-42B/LI-40B) nnn 
ceTeBOM aflanTep nepeMeHHoro TOKa Olympus 


Pa3wepbi 


89,0 mm (111) * 55,5 mm (B) x 20,3 mm (r) (6e3 BbiCTynaiOLUMX nacTew) 


Macca 


108 r (6e3 6aTapen m KapTbi) 
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MOHHO-JIMTMGBbIM aKKyMyjifiTop (LI-42B) 



Tun M3flejinn 


MOHHO-JIMTHeBbIM aKKyMyjiflTop 


CiaHflapTHoe 
HanpnxceHHe 


3,7 B nocT. TOKa 


C Ta h fla pTH an eMKOCTb 


740 mAh 


CpoK cny>K6bi 
aKKyMyjinTopa 


Okodo 300 no/iHbix 3apaflOK (3aBncnT ot npMMeHeHMfl) 


OnepaMMOHHan CMCTeMa 


TeunepaTypa 


Ot 0°C flo 40°C (3apnflKa) / 

ot -10°C flo 60°C (aKcnnyaTaqnn) / 

ot -20°C flo 35°C (xpaHeHne) 


Pa3Mepbi 


31,5 x 39,5 x 6 mm 


Macca 


flpiiMepHO 15 r 


3apaAHoe ycTpoMCTBO (LI-40C) 


Tpe6oBaHnn k 

nilTaHHHD 


100 - 240 B nepeM. TOKa (50 - 60 
OT 3,2 BA (100 B) flo 5,0 BA (240 B) 


Bbixofl 


4,2 B, 200 mA nocT. TOKa 


ripOflOJDKHTen bHOCTb 

3apnflKM 


npMMepHO 5 nacoB 


OnepaMMOHHan CMCTSMa 


TeunepaTypa 


Ot 0"C flo 40°C (3KcruiyaTaL(Hfl) / 
ot -20°C flo 60°C (xpaHeHne) 


Pa3iuiepbi 


62 x 23 x 90 mm 


Macca 


flpMMepHO 65 r 


AflanTep microSD 


Tun M3flennn 


: AflanTep Arm microSD 


OnepaMMOHHan CMCTeMa 


TeMnepaTypa 


: Ot -10°C flo 40°C (3KcnjiyaTaL(Mfl) / ot -20°C ao 65°C (xpaHeHne) 


BnaxcHOCTb 


: 95% m hm>kg (3Kcn/iyaTaL4MH) / 85% n hm>k6 (xpaHeHne) 


Pa3iwiepbi 


: 25,0 mm (LU) x 20,3 mm (B) x 1 ,7 mm (T) (AepxoTe/ib: 2,2 mm) 


Macca 


: npn6n. 0,9 r 



KOHCTpyKUMfl M T6XHHH6CKH6 XapaKTepMCTMKM MOryT 6blTb M3MeHGHbl 6G3 npGABapMTGflbHOrO yBGAOMflGHMfl. 



RU 121 



MEMO 



122 



MEMO 



123 



OLYMPUS 



http://www.olympus.com/ 
OLYMPUS IMAGING EUROPA GMBH 



Premises: Wendenstrasse 14-18, 20097 Hamburg, Germany 

Tel: +49 40-23 77 3-0 / Fax: +49 40-23 07 61 
Goods delivery: Bredowstrasse 20, 221 1 3 Hamburg, Germany 
Letters: Postfach 10 49 08, 20034 Hamburg, Germany 

European Technical Customer Support: 

Please visit our homepage http://www.olympus-europa.com 
or call our TOLL FREE NUMBER* : 00800 - 67 10 83 00 

for Austria, Belgium, Denmark, Finland, France, Germany, Italy, Luxemburg, Netherlands, 
Norway, Portugal, Spain, Sweden, Switzerland, United Kingdom 

* Please note some (mobile) phone services providers do not permit access or request an 
additional prefix to +800 numbers. 

For all European Countries not listed and in case that you can't get connected 

to the above mentioned number, please make use of the following 

CHARGED NUMBERS: +49 180 5 - 67 10 83 or +49 40 - 237 73 4899 

Our Technical Customer Support is available from 9 am to 6 pm MET (Monday to Friday) 



Authorized Distributors 



Belgium: 
Luxemburg: 

Canary Is.: 



Germany: 



Spain: 



Olympus Austria GmbH 

Shuttleworthstr. 25, A-1210 Wien 
Tel: (01 )-2 91 01-0 
Olympus Belgium N.V. 

Boomsesteenweg 77 

2630 Aartselaar Tel: +32 3 870 58 00 

K.R.H.K. MAYAS.A. 

Edificio Tirsons, El Cebadal 
Calle Arequipa, 8 

35008 Las Palmas de Gran Canaria 

Tel: (34) 928 30 41 00 

K.R.H.K. MAYAS.A. 

Edificio Tirsons, El Mayorazgo, 37 

381 08 Santa Cruz de Tenerife 

Tel: (34) 922 84 90 00 

Olympus France Centre Technique 

Pare d'affaires Silic 55, rue de Montlhery 

94533 RUNGIS Cedex 

Tel: 0 810 223 223 

E-mail:image-son. sav@olympus.fr 

Olympus Imaging Europa GmbH 

Wendenstr. 14-18, D-20097, Hamburg 
Tel: (040) 237730 
Versandadresse Reparaturen: 
Olympus Deutschland GmbH 
Bredowstrasse 20, 221 1 3, Hamburg 
Tel: (040) 23773 4121 
OLYMPUS ESPANA S.A. 
Caidos de la Division Azul, 12 
28016-Madrid Tel: +34 902 444 104 



Switzerland: 



United Kingdom: 
/Eire 



Algeria: 



) 2008 OLYMPUS IMAGING CORP. 



Olympus Schweiz AG 

Chriesbaumstrasse 6 
8604 Volketswil 

Tel: 044 947 66 62/Fax: 044 947 66 55 
E-mail: consumer.ch@olympus.ch 
Olympus Service Department 
PO Box 2288 
Watford WD18 US 
Tel: (0207) 2530513 
www.olympus.co.uk 
Eurl KADD 

Le Telemly Alger, 146 Bd Krim. 
Belkacem, Alger 
Tel: 00 213 21 74 60 00 
Optoscient M.Nagui & Co 
10. 26th July St., Cairo 
Tel: +20 2 391 4883 
Jacky's Kenya Ltd. 
box 459777, 5 th floor, 
Laxcon house, Nairobi 
Tel: 254 20 3747222 
Morocco: Latco 

183-1 87 Bd Ziraoui, Casablanca 
Tel: +212 22 206245/46 
South Africa: JEL Distribution South Africa (Pty) Ltd 
Limbro Office Park 14 Voyager Street, 
Linbro Office Park, Marlboro, Sandton 
Johannesburg 

Tel: +27 1 1 372 4000/Fax: +27 1 1 608 3039 

E-mail: henfre.nel@jelcorp.com 

www.olympus.co.za 

The Maynards Group 

Maynards House, 80 Shortmarkets Street 

P.O. Box 1055 

8000 Cape Town 

Tel: +27 21424 3140/Fax: +27 21424 7659 



Egypt: 
Kenya: 
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